
This repon is required by law (7 USC 2143). Failure to report according to the regulations 

can 

See attached form for 
additional Information 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0011 

CUSTOMER NUMBER: 210 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Children's Hospital Medical Center 

Children's Hosp Research Found 

3333 Burnet Avenue 

Cincinnati, OH 45229 

Telephone: (513) -636-4441 

3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) j 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests vrere conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

76 


237 

3 

240 

7. Hamsters 






8. Rabbits 

134 

7 

37 


44 

9. Non-human Primate 






10. Sheep 



82 


82 

11. Pigs 


4 

59 


63 

1 2 . Other Farm Animals 






Goat 



6 


6 

13. Other Animals 






Frogs 

80 

800 

200 


1000 














I ASSURANCE STATEMENTS 


1 ) Professionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teachina testing, surgery, or experimentation were followed by this research fadlity. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations uxlar the AcL and it has required that exceptions to the starxlards and regulations be specified and explained by the principal 
investigator and approved by the Institutiortal Animal Care and Use Committea (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-epproved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and rxjmber of animals affectad. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cars arvd 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


KIAMP A TITI cne r en no INSTITI mrhNIAL OPFir^lAI t Tuntt nr Print 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete. 




DATE^IGNEi 


APHIS FORM 7023 
( AUG 91 ) 




Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation'. It is not an official form 
and its use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are 
not required as part of an explanation. A. Column E explanation must be ■';vritten so as to be 
understood by lay persons as well as scientists. 


1. Regis tr a tioa Number: 3I-R-0QII ! 

2. Number ^ of animals used in this study. - • 

3. Species (common name') guinea pigs of animals used in this study. 

4. Explain the procedure producing pain and/or distress. ^ 

Animals were inoculated with herpes simplex virus (HSV)- with rare paralysis. 


5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or distress 
relief would interfere with test results. (For Federally mandated testing, see 
question 6 below) 

These animals are used to study the pathogenesis of herpes simplex virus. 

This virus is neurotropic and resides in neurons. Therefore, analgesics^ 
anesthetics can not be used due to their potential effect on the neuronal 
element and disruption of the normal viral pathogenesis. The infection 
rarely causes discomfort but can induced rear leg paralysis which can last 
■up to 72 hours. During the paralytic peribd the bladder is expressed twice 
daily and the animals checked at least nrtce daily. Animals that do not 
recover in 72 hours are promptly euthanatized with CO 2 . Paralysis is a 
rare occurrence. The protocol is used to evaluate novel therapeutic and (see bac’; 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., .APHIS, 9 CFR 113,102): 


Agency_ 


(b)(6), (b)(7)o 


CFR 



Signature 


Date 



Concinued; 


5. vaccine strategies sotie of which have already progressed to clinical 
trials as a result of these praclinical studies. 


See attacfied form for 
additional information 


This report is required by law (7 USC 21 43), Failure to repcn according to the regulations 
can 


Interagency Fepcn Ccntrcl No.. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 31-R-0014 

FORM APPROVED \ 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB .NO C579-C036 


CUSTOMER NUMBER: 216 

r^V 


Ohio State University, The 

VJ- 

ANNUAL REPORT OF RESEARCH FACILITY 

313 Reseach Foundation ^ 


(TYPE OR PRINT ) 

1960 Kenny Road 


Columbus, OH 43210 ' 

0 D 


Telephone: (614) -292-7761 



3. REPORTING FACILITY ( List all locations where animals were nousea or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 

animals being - 
bred. 

conditioned, or 
held for use In 
teaching, 
testing, 
expen men ts. 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 

expenments, or 
tests were 

conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 
expenments. teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 

distress to the animals 
and for which 
appropnate anesthetic, a 

E. Numoer of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquiiizing dmgs would 
have adversely affeaed the procedures, results, or 
interpretation of the teaching, research, expenments. 
Surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals ana the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


31 

493 

1 524 

5. Cats 


23 

97 


120 

6. Guinea Pigs 

4 

353 

18 


371 

7. Hamsters 


3 

35 . 



8. Rabbits 


40 

363 


403 

9. Non-human Primate 


15 

6 


21 

10. Sheep 


2 

59 


61 

1 1 . Pigs 


54b 

454 



12. Other Farm Animals 






Lows 


24 

33 


57 

Horses 


6 

180 


186 

13. Other Animals 






Chickens 


171 



.171 

Chinchillas 



50 


50 

Deer Mice 



150 


150 


j ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL end use of animals, including appropriate use of anestetic, analgesic, and trarKjuiiizing dnjgs, prior to, during, and foilowing 
actual rasearch, teaching, tasting, surgery, or experimentation wera followed by this research facility. 


2) Eacn princtpai investigator has considered alternatives to painful procsduras. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the prinopal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of alt such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of ammals affected. 


4) The attending veterinarian for this research facility has appropnata authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATIJRF OF n F O OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print 


DATE SIGNED 

11/22/02 


(Re I , S FORM 18-23 (OCT 88). wmch is obsolete. 


□ 




APHIS FORM 7023 
(AUG 91 ) 


This reooit ‘S lequired &y Uw (7 USC 2 T 43) Failure lo rector I aciorainq lo ihe requUlions can 
resull in an ofrter to cease ano uesisl ana lo oe suO|ecl lo penalties as provided lor m Section 2150 


See reverse side lor 
additional inlormalion. 


Interagency Aepori Control No 
01 aO-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


1. REGISTRATION NO. 31-R-0014 

Customer Number: 216 


FORM APPRCVCq 
OMB NO 0579-0038 


2. HEADQUARTERS RESEARCH FACILITY (Namo and Address, as tagtstarad with USOA. 
inctuda Zip Code! 

Ohio State University, The 

313 Research Foundation 

1960 Kenny Road 

Columbus, OH 43210 _ . , 

Telephone: (614)292-776 


1 REPORT OF ANIMALS USED BY OH UNDER CONTROL OF RESEARCH FACILITY (Attach adUlitionat shaats it nacassaiy or use ffits form.) 


Animals Covered 
By The Animat 
Welfare Regulations 


12 . a;OR 13. Other 
{Lsl 6y species) 


NunhOer ol 
aniinals being 
bred. 

condilioned. or 
held Jor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


Number at 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain* 
relieving drugs. 


Number ol animals upon 
which experiinenis. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and iur which appropriate 
anestheitc. analgesic, or 
Iranquili2tng drugs were 
used. 


Number ol animais upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lot which Ihe use ol appropriate 
anesthetic, analgesic, or tranquilizmg drugs would 
have adversely altected the procedures, results, or 
interpretation ot Ihe teaching, research, 
experiments, surgery, or tests. (An axplanalion at 
tha procadutat producing pain or distrass in thasa 
animala and tha reasons such drugs wara not used 
must ha attachad lo this raport). 


TOTAI. NO. 
OF ANIMALS 


(Cols. C ♦ 
0 + E) 


Alpacas 


28 


28 


Bats 


22 


22 


Frogs 


16 


10 


26 


Gerbils 


164 


40 


ML 


Goats 


Llam£ 


17 


IZ 


Opossums 


37 


20 . 


Raccoon 


Siberian Hamsters 


1843 


40 


1883 


Turkeys 


80 




Voles 


82 


Inwg; 


2k. 


ML 


3k. 


assurance statements 


1). Prolessionally acceptable standards governing the caie. Ireaimeni. and use ol animals, including appronaie use ol anesthetic, analgesic. an«l iranquilumg drugs, pnor to, durmij. 
and lollowiny actual research, leaching, lesnng, sunjery. or expenmenianoo were loilowed by this research lacitily. 


2) . Each principal invcsiigaior has considered alternatives to pamlul procedures 

3) . This lacilily is adhering to me standards and regulations under the Act, and n has required that exceptions to me siandaids and regulations be cpccilied and explained by the 

principal investigator and approved by Ihu fiistiiuiiorijJ Animal Care and Use Coinmiiiee iIaCUC) A summar/ ol all such exceptions is attached lo this annual report in 
addition 10 identilymg ihe lACUC approved exceptions, this sunnnary includes a bnel explanation al the exceptions, as well as the species and number ol animals allecicd 


4). The atiending veterinarian lor this research facility has appropriate authority to ensure the provision ol adequate veterinary care and lo oversee ihe adequacy ot other aspects ol 


CEKTIFICATION BY HEADQUAKTES KESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Inatituilonal Official) 

1 certify that the above is true, correct, and complete (7 U S C Section 2143) 

1 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL fTyp* or Print} 

DATE SIGNED 

11/22/02 





APHIS FORM 7023A / 


part 1 - HEADQUARTERS 


5cec:ai Jse: 


Column E Explanation 

This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number: 31-R-0014 

2. Number 40 of animals used in this study. 

3. Species (common name) Siberian Hams ter of animals used in the study. 

4. Explain the orocedure producing pain and/or distress. 


Eighty adult male deer mice and eighty adult male Siberian hamsters will be used in the proposed study. Forty 
animals of each species will be housed in a long-day photoperiod {16L; 16h light/day) and an equal number will be 
transferred to a short-day photoperiod (8L). After 10 weeks in their respective photoperiods, deer mice and hamsters will be 
given a single injection of LPS (£. coli lipopolysaccharide serotype 055:85: Sigma Chemical Co.) at a dose of either 0.250. 
0.500, 1.0. 10, 100, 200 or 400 mg LPS dissolved in 0.1 ml sterile physiological (0.9%) saline (n=5 animals per group). A 
seventh group will receive an injection of sterile saline only. Animals will be observed at 6 hour intervals for the next 48 h, at 
which time all animals will be euthanized. Survival at 48 h post-injection will be the data point collected. All sun/ival studies 
will be conducted in a blind and randomized manner. Mice and hamsters will be monitored for signs of acute illness including 
lethargy, ruffled fur and diarrhea. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, 
see Item 6 below) 


Marked hypothermia and lateral recumbency typically precede death resulting from septic shock in rodents. 
As evident in our pilot data, body temperature (Tb) is not a perfect predictor of mortality 6 h later. Siberian 
hamsters, moreover, possess thermoregulatory adaptations not present in laboratory mice. Hamsters 
routinely exhibit a marked decrease in Tb for extended intervals during the day (-8 h; daily torpor). Thus low 
(37°C>Tb>32°C) body temperature alone is not a reliable predictor of death. In addition, it may be the case 
that adaptations which allow hamsters to survive regular daily torpor might also mitigate deleterious effects 
of hypothermia associated with endotoxemla. Torpor bouts rarely yield Tb<30°C, thus hamsters exhibiting 
Tbs lower than this value will be immediately euthanized via CO 2 . 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g.. APHIS, 9 CFR 1 13.102): 


Agency. 


.CFR. 


RESEARCH FACILITY SITES LISTING 


Registered Facility Name: University Laboratory Animal Resources 


Registration Number: 31-R-0014 


Please list below ail sites that house animals under the above registration number. 
Be sure to Include all requested information. Do not leave any spaces blank. If 
the line does not apply, please mark it N/A. If you have more than three (3) sites, 
please copy this form as many times as needed before filling in the sites. 


Site No.: 1 Name/Department: Postle Hall 

Address: 305 W. 12th Ave. 

Cols., OH 43210 


(Street Name) 


(Town/City ) 


Building: N/A 


Floor/Room: 0089 


Contact Person: 


b)(6), (b)(7)c 


Site No.: 2 Name/Department: Laboratory Animal Center 

Address: 6089 Godown Rd. 

Cols., OH 43235 


(Street Name) 


(Town/City ) 


Building: Buildings.1,3,4, and 6 


Floor/Room: N/A 


Contact Person: 


(b)(6), (b)(7)c 


Site No.: 3 Name/Department: Marion Campus 

Address: 1465 Mt. Vernon Ave. - (Street Name) 

Marion OH 43302 (Town/City ) 

Building: Marrill Hall 

Floor/Room: 390 


Contact Person: 


(b)(6), (b)(7)c 





RESEARCH FACILITY SITES LISTING 


Registered Facility Name: University Laboratory Animal Resources 
Registration Number; 31-R-0014 


Please list below all sites that house animals under the above registration number. 
Be sure to include all requested information. Do not leave any spaces blank. If 
the line does not apply, please mark it N/A. If you have more than three (3) sites, 
please copy this form as many times as needed before filling in the sites. 


Site No.: 4 Name/Department: Graves Hall 

Address: 333 W. 12th Ave. 

Cols., OH 43210 


(Street Name) 


(Town/City ) 


Building: N/A 


Floor/Room: B167 


Contact Person: 


(b)(6), (b)(7)c 


Site No.: 5 Name/Department: Wiseman Hall 

Address: 400 W. 12th Ave. 

Cols., OH 43210 


(Street Name) 


(Town/City ) 


Building: N/A 


Floor/Room: 171 


Contact Person: 


(b)(6), (b)(r)c 


Name/Department: 

Biological Sciences 


Address: 

484 W 12th Ave. 

(Street Name) 


Cols., OH 43210 

(Town/City ) 

Building: 

N/A 


Floor/Room: 

525 



(b)(6), (b)(7)c 


Contact Person: 





RESEARCH FACILITY SITES LISTING 


Registered Facility Name: University Laboratory Animal Resources 


Registration Number: 31-R-0014 


Please list below all sites that house animals under the above registration number. 
Be sure to include all requested information. Do not leave any spaces blank. If 
the line does not apply, please mark it N/A. If you have more than three (3) sites, 
please copy this form as many times as needed before filling in the sites. 

Site No.: 7 Name/Department: Parks Hall 


Address: 500 W 12th Ave. (Street Name) 


Cols., OH 43210 (Town/City ) 


Building: N/A 


Floor/Room: 531 


Contact Person: 


(b)(6), (b)(7)c 


Site No.: 8 Name/Department: Goss Laboratory 

Address: 1925 Coffey Rd. 

Cols., OH 43210 


Building: N/A 


Floor/Room: 257A and 257B 


Contact Person: 


(b)(6), (b)(7)c 


(Street Name) 


(Town/City ) 


Site No.: 9 Name/Department: Sisson Hall 

Address: 1900 Coffey Rd. (Street Name) 

Cols., OH 43210 (Town/City ) 

Building: N/A 

Floor/Room: A-31 


Contact Person: 


(b)(6), (b)(7)c 




RESEARCH FACILIPj' SITES LISTING 


Registered Facility Name: University Laboratory Animal Resources 
Registration Number: 31-R-Q014 


Please list below all sites that house animals under the above registration number. 
Be sure to include all requested information. Do not leave any spaces blank. If 
the line does not apply, please mark it N/A. If you have more than three (3) sites, 
please copy this form as many times as needed before filling in the sites. 

Site No.: 10 Name/Department: Veterinary Hospital 


Address: 601 Tharp Street (Street Name) 


Cols., OH 43210 


(Town/City ) 


Building: N/A 


Floor/Room: 0126 


Contact Person: 


I b)(6), (b)(7)c 


Site No.: 


11 Name/Oepartment: Ohio Agriculture Research and Development Center 

Address: 1 680 Madison Ave. (Street Name) 

Wooster, OH 44691 (Town/City ) 

Building: N/A 

Floor/Room: N/A 


Contact Person: 


(b)(6), (b)(7)c 


Site No.: 12 Name/Department: Botany and Zoology 

Address: 1 735 Neil Ave. (Street Name) 

Cols., OH 43210 (Town/City ) 

Building: N/A 

Floor/Room: 181 


Contact Person: 


(b)(6), (b)(7)c 






RESEARCH FACILITY SITES LISTING 


Registered Facility Name: University Laboratory Animal Resources 
Registration Number: 31-R-0014 


Please list below all sites that house animals under the above registration number. 
Be sure to include all requested information. Do not leave any spaces blank. If 
the line does not apply, please mark it N/A. If you have more than three (3) sites, 
please copy this form as many times as needed before filling in the sites. 


Site No.: 


13 Name/Department: Alice L. Finley Memorial Center 

Address: 2108 Plain City-Georgesville Rd. (Street Name) • 

West Jefferson, OH 43216 (Town/City ) 

Building: N/A 


Floor/Room: N/A 


Contact Person: 


b)(6), (b)(7)c 


Site No.: Name/Department: 

Address: 

Building: 
Floor/Room: 
Contact Person: 


(Street Name) 


(Town/City ) 


Phone No.: 


Site No.: Name/Department: 

Address: 

Building: 
Floor/Room: 
Contact Person: 


(Street Name) 

(Town/City ) 


Phone No.: 



APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number. 
Facility: 


31-R-0014 

216 

OHIO STATE UNIVERSITY, THE 
313 RESEACH FOUNDATION 
1960 KENNY ROAD 
COLUMBUS, OH 43210 
(614) 292-7761 


POSTLE HALL 
POSTLE HALL 
1960 KENNY ROAD 
COLUMBUS. OH 43210 

MARION CAMPUS/MORRILL HALL 
MARION CAMPUS7MORRIL HALL 
1465 MT. VERNON AVE. 

MARION. OH .. 

OHIO AGRICULTURE AND DEVELOPMENT CENTER 
OHIO AGRICULTURE AND DEVELOPMENT CENTER 
1680 MADISON AVE. 

WOOSTER. OH 44691 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


)V IS 2002 

See attached form for 
additional information 

Interagency Report Control No.:» 

1. CERTIFICATE NUMBER: 31-R-0016 

CUSTOMER NUMBER; 222 

FORM APPROVED 

0MB NO. 0579-0036 

Springbom Laboratories, Inc. 

640 N. Elizabeth Street 

Spencerville, OH 45887 


Telephone: (419) -647-4196 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


I^REPORTOFANIMALSjJSED^BY^ORjJNDERCONTROLOFWESEARCHFACILn^^ 


A. 

Animats Covarad 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
cxpenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used rrxist be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



14 

6 

622 

5. Cats 






6. Guinea Pigs 


6294 


1 

6295 

7. Hamsters 






8. Rabbits 

6 

1900 

2 

36 

1938 

9. Non-human Primate 






10. Sheep 






11. Pigs 


72 



72 

12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Professionany acceptable standards governing the cars, trsatmenL and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, durirtg, and following 
actual research, teaching, testing, surgery, or er^erimantation were followed by this research tedlity. 

2) Each principal invesiqtfor has considered altamativss to paintPI procedures. 


3) This facility is adherirtg to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator arrd approved by the Institutional Animal Care and Use Comnittae (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved sxcaptiorts, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


M4C A Tin c nc r c n no iMcrm mnwAi necmiAi 


DATE SIGNED 


APHIS AORM 7023 
( kuG 91 ) 


(Replaces V^ORM 1 8-23 (O^^siThicfT^bsoieT 


Springborn Laboratories, Inc. (31-R-0016) 

Section 3. Reporting Facility 


Springborn Laboratories, Inc. 
A Charles River Company 
640 N. Elizabeth Street 
Spencerville, OH 45887 

Springborn Laboratories, Inc. 
A Charles River Company 
553 N. Broadway 
Spencerville, OH 45887 


12/10/02 10; 19 KAA 419 04/ oooo 


orn j. .■'VjDun.'' i—aco. uniu 




Springbom Laboratories, Inc. (31-R-0016) 
Section E.8 


Thirty-six rabbits experienced very brief discomfort resulting from test article 
administration during preclinical toxicology testing. These animals were used on dermal 
toxicity (21 rabbits), primary eye irritation (14 rabbits), an intravaginal toxicity study (1 
rabbit), and one safety study (1 guinea pig). Two rabbits were humanely euthaniz^ 
due to mechanical/accidental injury to themselves. These studies are required by the 
U.S. ERA Health Effects Test Guidelines and the U.S. FDA Guidelines for development 
of human safety data. The specific guidelines are presented below: 


Dermal Toxicity: US ERA, Health Effects Test Guidelines, OPPTS 870.1200, 
Acute Dermal Toxicity, August 1998. 

Eye Irritation US ERA, Health Effects Test Guidelines. ORRTS 870.2400, 
Acute Eye Irritation, August 1998. 

Intravaginal Study US FDA, Toxicological Rrinciples for the Safety of Food 
Ingredients, Redbook 2000, July 7, 2000. 


Safety Study Rotency Testing of a Labeled Preparation of Botulinum Toxin 
Type B. 21 CFR 211 and 21 CFR 610 (In-process and 
release testing of the product). 


For the primary eye studies, the ocular tissue is not anesthetized since inhibition of the 
blink and/or tear response may alter the experimental results, in addition, the local 
anesthetic agents may interact with the test article altering the ocular response. Some 
local anesthetics can also cause loss of the surface ceils of the cornea and delay 
corneal epithelial regeneration. 

The dermal, acute toxicity and safety studies were conducted to monitor several 
endpoints, including clinical effects, body weight effects, lethality and reversible toxicity. 
Since lethality and reversible toxicity are specific endpoints in these evaluations, 
administration of sedatives, tranquilizers and/or analgesics could interfere with these 
endpoints. If no mortality Is produced by administration of a specific dose level, no 
further testing is required under the guidelines, thus eliminating unnecessary animal . 
testing. 

Rve dogs experienced brief discomfort following test article administration. The animals 
were affected after the initial dose. One dog died after cessation of dosing. Fourteen 
dogs were euthanized early due to development of significant clinical signs of toxicity, 
which were drug-related test effects. The studies were required by the FDA for 
development of human safety data utilizing the guidelines published in the US FDA, 
Toxicological Principles for the Safety of Food Ingredients, Redbook 2000, July 7, 2000. 


This report s required by law (7 USC 2143). Failure to report according to the regulations 
can 
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3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


j^^REPORTOFANIMA^USEDBYOR^JNDERCONTROL^FRESEARCH^ACILmnj^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 

animals being . 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conduded 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
invdving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 

E. Number of animals upon which teachirtg, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or Iranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these anirrels and the 
reasons such drugs were not used rrxisl be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


311 

45 


356 

5. Cats 






6. Guinea Pigs 


1 

834 

1,366 

3,734 

7. Hamsters 






8. Rabbits 

112 

360 

985 

203 

1 ,548' 

9. Non-human Primate 

7R 

265 

148 

122 

535 

10. Sheep 






11. Pigs 



3 


3 

12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards govaming tha care, treetment and use of enimals, including eppropriate usa of viestotie, analgesic, and Iranquiiizing drugs, prior to, during, and fbllowtng 
actual raaaat^ teaching, tastirtg, surgery, or experimerrtation were followed by this research facility. 


2) Each principal investigator has considarad attamativss to painful procedures. 

3) This facility is atfiering to Ihs standvds and regulations under the Act, ar>d it has required that axoeptiona to the starKlaids and regulations be specifiad and axplairred by the principal 
investigator and approved by tha Institutional Animal Care and Use Committee (lACUC). A sunmary of ail such exceptions Is attached to this annual report In addition to identifying tha 
lACUC-^proved exceptions, this summary includes a brief explanation of the exceptions, as well as the spades arrd number of animals affected. 


4) The attending votarinarian for this research tadiity has appropriate authority to ensure the provision of adequate vatarinary care and to oversea tha adequacy of other aspects of animal care and 
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APHIS FORM 7023 (Replaces VS FORM^8-23 (OCT 88), which is obsolete. 




FACILITY LOCATIONS 


Laboratory Animal Resources Facility 
Medical Research Evaluation Facility 


Summary of Exceptions to the Regulations or Standards 

A. Dog Exercise 

1 . Exceptions were granted to the dog exercise plan. 

2. These exceptions were granted for scientific reasons, 
a. Telemetry Studies 

The dogs had been instrumented with telemetry transmitters for the 
cardiovascular data collection. Data could only be collected while animals 
resided in their home cages. Exercise activity would have interfered with data 
collection and would have confounded data analysis. This baseline and study 
monitoring occurred while the animals had unrestricted activity within their 
home cages. These exemptions were of short duration (typically 2 to 3 weeks). 

3. Species: Dog 

4. Number of animals used: 4 

B. Sanitization of Primary Enclosures 

1 . A one-day delay was granted to the cage change requirement. 

2. This delay was granted due to a room change the following day. 

3. Species: Primate 

4. Number of animals: 17 
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Column E Explanation Form 


1 . Registration Number: 31-R-QQ21 

2. Number of animals used in this study: ^ 

3. Species (common name) of animals used in this study: Cvnomolgus monkey 

4. Explain the procedure producing pain and/or distress: 


p)(4) 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number: 


Agency: NA 


CFR: NA 





Column E Explanation Form 


1 . Registration Number; 3 1 -R-002 1 

2. Number of animals used in this study: 593 

3. Species (common name) of animals used in this study; Guinea pig 

4. Explain the procedure producing pain and/or distress: 


(b)(4) 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number: 

CFR: 21 CFR 620.23 
AVA licensure requirements 


Agency: FDA 






Column E Explanation Form 


1. Registration Number; 31-R-Q021 

2. Number of animals used in this study: 773 

3. Species (common name) of animals used in this study; Guinea pig 

4. Explain the procedure producing pain and/or distress; 


(D)(4) 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 






6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number: 


Asencv: FDA 

CFR: 21 CFR 620.23 

AVA licensure requirements 






Column E Explanation Form 


1 . Registration Number; 31-R-0Q21 

2. Number of animals used in this study: ^ 

3. Species (common name) of animals used in this study: Rhesus monkey 

4. Explain the procedure producing pain and/or distress: 


(b)(4) 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 


(b)(4) 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number: 


Agency: NA 


CFR: NA 





Column E Explanation Form 


1 . Registration Number; 31-R-0Q21 

2. Number of animals used in this study; 131 

3. Species (common name) of animals used in this study; Rabbit 

4. Explain the procedure producing pain and/or distress; 


(b)(4) 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 


/U.\/ A\ 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number; 


Agency: NA 


CFR; NA 



Column E Explanation Form 


1 . Registration Number: 3 1-R-0Q21 

2. Number of animals used in this study: 14 

3. Species (common name) of animals used in this study: Cynomologus monkey 

4. Explain the procedure producing pain and/or distress: 


(o)(4) 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 


(w)(4) 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number: 


Agency: NA 


CFR: NA 





Column E Explanation Form 


1. Registration Number: 3 1 -R-002 1 

2. Number of animals used in this study: 72 

3. Species (common name) of animals used in this study: Rabbit 

4. Explain the procedure producing pain and/or distress: 


(b)(4) 


5. Provide scientific justification why pain and''or distress could not be relieved. State methods or 
means used to determine that pain and/or distress relief would interfere with test results. 


(b)(4) 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of Federal 
Regulations (CFR) title number and the specific section number: 


Agency; NA 


CFR: NA 





'■^'1 •oon • u5C o '^cctt accqt'V^ 9 ft# '#gut#uor*» 


NOV 29 


ini«f*g*ncy ^voon Contra Nq 


UNmO JTAT1ES 0€PAKT\<€NT OF AWICUCTURE 

AWWAL AND »n>NT HEALTH INSPECTWH SERVICE 

1. Cf ATJdiCATf nU»«M: 31-R.0027 

CUSTOKM ACIMBIA: 233 

rowfAAdRov^o 
owe MO. 0«7»«XM 




University Of Cincinnati 
Research & Advanced Studies 
P.O. 80x210627 
Cincinnati, OH 45221 

Telephone; (513) -556-4532 


3. RCfQimNO r AOUTY { UK «■ tocsdon* «()•« j rtrn Ko -mn nouMd or uMd In aduK roMarcn. laKlng, or aparinanMon. or hKd tar Vwm purpoMo. ASacn o ddMo nK KMati d naownry ) 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPH OR PRINT ) 


FACnjTYLOCATX3NS(Sllaa) . SaaAiactwdUadno 




A. 

Antoala Cowarad 

My TAaAiKnal 
WaKara Raguiidona 

B. Nurrtaarof 
anknaia being 
brad. 

oorttfepnad, or 
tMMtoruaaK 
laaPSn^ 
laaflna 

aaparknantB, 
rmmrvtuar 
augary but not ya 

C. MarPared 
ardnaetupan 
aMcti taamin^ 
iwMuniu 
•partnentat or 
taataaara 
condudad 
kMcMngno 
pain, dakaas, or 
uaaof pakw 
(aSeiing euga. 

0. NUTtMT of Kdmaia 
uponwMdi 
cpatimanti. eaecNng.- 
raaaarcn. aurpsry.or 
laata aera condudad 
ktvcMng 

sooonpanying pain or 
dWraaa to Iha jnbrals 
andtaraMdi 
appnopriaia anaatftadc. a 

E. MunParofanimBiauponadtlcWtaBdilno, 
epartnand, raaaarcn. aurgary or taats aera 
cenductad inaoMng accompanying palnardMraaa 
PthemlmalaandloradtkndiauaaodaupiijpiKi 
anaaiMSe; migaalc or banpdtajng dugs aotAd 
heaa adiatsaly Kfcdsd Ihe proesdurss. rasiKA or 
Marpratadon of 9 m tdacNng, raaaarcn, aaparlnanls. 
augary.ortaKd. (AnaiqplanadonafVMprecedurH 
predudng pain or Jstnaw in maaa andnala and 9 m 
raaaona suen dniga aiara fwt uaad mot be aBaenad to 

F. 

TOTAL NUMBI 
OFAIOMALS 

(COLUiM 
C + D + E 

4. Oogi 


4 

21 


25 

S. Cots 



20 


20 

8. Guinea PiQA 


4 


166 

170 

7. Hamsters 


1 7R 

438 


616 

8. Rabtits 


60 

91 


151 

9. Non-human Prtmate 






10. Sheep 



18 


18 

11. PHja 


8 

44 


52 

1Z OttMT Farm Animala 












13. Other Animala 




-- 


Ferrets 



3 


3 

Gerbils 


46 



46 

Wild Rodents 


138 



138 


1) Prq^ aaiicna Oy anTa p tK ato Ka nd a rOa aovarnri q >ta cara. t raan n a n t. id uaa erf ananaU. indudrtg appropriKa uaa o< maatadc. a^ K ga aa: . ird tranajiltar^a druK. prior ». Aitog and tattooing 

aetuK /aaaa riA taacrtn ft taattrtg, ^urpary. or ati t iatiinaraabon 'aara te de w rad by Ihta faaa tJt fabOty. 


2) Eacn prr cj pat tavaadgattr haa conaidwad aAamaltvaa !o pairAi preoadtraaL 

3) T^tacJfy iaa<>taraTqtotfaatant»aaa»KfagLiatfc»aa<Kfa»>c>. artaithaafanuiradirMaa a aapttoaMiPaatanctMTKaridraquiaflonabaipadfladafid aipta a m d ^ !h a ^; ^lncj^ 

■ iiiiiartQaaw artd ipprniail &r *» taaflMtotK AnimK Cara and Uaa ConanOao {JACUQ. A aummary of ad aucA axeapdona la attachad » t»a annual raport In addOon so idartaiyina tm 

lACUC-aoprcNad mpdana, taa aunanary incaubaa a brad naKnadon ed tta anpdara, aa wal aa (ha ipaciaa and nardar of aratnala Ktacad. 
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Speciai Us«: 


Column E Explanation 

This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number 


31 - R - 0027 


2. Number ^of animals used in this study. 

^3. Species (common name) Guinea Pigs animals used in the study. 


j4. Explain the procedure pfodudng pain and/or distress, protocol # 01-03-13-02 

Each guinea pig will receive lOOul of virus intravaginally after breaking 
! the vaginal closure membrane under Isoflurane anesthesia. Intravaginal 
treatment with lOOul of dendrimer will start at 4h, 12h, and 24h post— virus 
inoculation. Treatment will be 3 times daily at 6h intervals for 6 days 
and once daily for 4 more days. Animals will be slightly anesthetized at 
each treatment time. Vaginal swabs will be taken on days 2,7,12,17,22,27, 
32 and 37. The guinea pigs will be monitored daily for HSV genital lesions 
until day 40 when they will be euthanized by Co2 inhalation. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would Interfere with test results. (For Federally mandated testing, 
see Item 6 below) 

Most analgesics have anti-inflammatory activity. The experiments are to 
study the effects of the dendrimers on HSV induced genital inflammation 
and thus any drug that has anti-inflammatory activity will compromise the 
results. The para-amino phenol derivative analgesics are not anti-inflammatory 
! but multiple daily doses may lead to hepatotoxicity and increased 

mortality. The use of Isoflurane anesthesia is to offer some relief from 
the pain that is expected from daily inoculation of drug intravaginally - 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 

Agency CFR 



Scocial Um: 


Coiumn E Explanation 

This form is intended as an aid to completing the Coiumn E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number 31 - R - 0027 

2. Number 70 : ^of animals used in this study. 

;3. Species (common name) Guinea Pigs of animals used in the study. 

,4. Explain the procedure producing pain and/or distress. Protocol # 01-03-23-01 

Each guinea pig will recieve lOOul of dendrimer intravaginally 
after breaking the vaginal, closure membrane under iso flurane 

I anesthesia. Intravaginal inoculation of lOOul of virus will start 
at 20 sec, 5min, and 20 min post dendrimer treatment. Vaginal 
swabs will be taken on days 2,7,12,17,22,27,32, and 37. The guinea pig 
will be monitored daily for HSV genital lesions until day 40 when they 
will be euthanized by Co2 inhalation. 


'5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, 
see Item 6 below) 

Most analgesics have anti-inflammatory activity. The experiments are to 
study the effects of the dendrimers on HSV induced genital inflammation 
and thus any drug that has anti-inflammatory activity will compromise the 
i results. The para— amino phenol derivative analgesics are not anti-inflammatory 
increase mortality. 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): • 

Agency ^CFR 



APHIS Form 7023 Site List 


Registraticn Numcer’ 
Custcmer Numcer 
Faciiity 


31-R-CC2" 

233 

UNIVERSirr GF CINCINNATI 
RESEARCH S ADVANCED STUDIES 
P.O. Bex S'GSST 
CINCINNATI. GH 45221 
(513) 566-4532 


MEDICAL SCIENCES BUILDING 

KETTERING LAB COMPLEX 

CARDIOVASCULAR RESEARCH CENTER 

CROSLEY TOWER 

RIEVESCHL HALL 

FRENCH EAST 

VONTZ CENTER 


Health Professional Building 


t his report IS required by law (7 DSC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.; 

additional information 
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Case Western Reserve University 


ANNUAL REPORT OF RESEARCH FACILITY 

10900 Euclid Ave 

OFr T 
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Cleveland, OH 44106 


Case Western Reserve University 

Telephone: (216) -368-4432 


Metro Health Medical Center 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILFTY LOCATIONS ( Sites ) - See Atached Listing 


j REPORT^TanImALSUS^ by or under control of research facility < Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The ^imal 
Welfare Regulations 

B. Number of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 

1 which teaching, 

research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
expertmerts. teschirig. 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon \which teaching, 
experiments, research, surgery or tests vrere 
conducted involving accompanying pain or oistress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

32 

16 

289 

8 

313 

5. Cats 

9 

5 

30 


35 

6. Guinea Pigs 

43 

462 

374 


836 

7. Hamsters 

0 




n 

8. Rabbits 

82 

158 

692 


850 

9. Non-human Primate 

0 




__Q 

10. Sheep 

n 




0 

11. Pigs 

19 


394 


394 

12. Other Farm Animals 






Gerhi 1 

34 

177 

29 


206 

13. Other Animals 






Ferret 

0 

39 

29 


68 

Froq 

16 

48 

32 


80 








1 } Professionally acceptable staidards governing the care, treatmenL and use of animals, including appropriate use of aiestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this resevch facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the staixtards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptiorts, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterirtary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
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NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print 
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APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88). which is obsolete. 



1. Registration Number: 31-R-0028 

2. 8 animals were used in this study. 

3. Dog 

4. The dogs assigned to a Category E procedure received surgically implanted pacemakers 
followed by rapid ventricular pacing to induce heart failure, a condition required in the 
experimental model. 

5. With the progression of pacing many signs of heart failure occur (ascites, tachypnea and 
congestion) which may be distressful in the later stages but which must be present prior to 
conducting the terminal portion of the experiment. Pharmacologic or other therapies to alleviate 
signs of congestive heart failure may not be used as they would adversely effect the experimental 
model and results obtained. The dogs are observed at least daily by veterinary and veterinary 
technical staff. The continued presence for 3 or 4 days of persistence and progression of cough, 
tachypnea, muscle wasting, anorexia or large ascites indicates the presence of distress and is 
addressed by turning down the pacing rate. If the signs of distress do not Improve the pacemaker 
is turned off and the terminal study is scheduled in 1 to 5 days, or if this is impossible, the dog Is 
euthanized. 

A review of the medical records for these dogs Indicated that no dogs died, became moribund or 
recumbent as a result of the induced heart failure. While most dogs developed clinically apparent 
ascites, none exhibited respiratory distress at rest and all but two continued to display normal 
appetite and stool at the time of experimental euthanasia. 


6. None 



IS report is reouired by law (7 USC 2143). Failure to report according to the regulations 
•n 

See attached form for 
additional iaformation 

Interagency Report Control No.: j 

• / 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0089 

FORM APPROVED Y 

0MB NO. 0579-003B \(N 

CUSTOMER NUMBER: 253 

14 


Wil Research Laboratories, Inc. 

f ■ 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

1407 George Road 

Ashland, OH 44805 

Telephone: (419) -289-8700 



REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILiTY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covarad 

By The Anirrul 
Weifara Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
expen ments. 
research, or 
surgery but not ye 

C. Number of 
anirrals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to' the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accorrpanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, airalgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used rrust be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

Dogs 

20 

712 

189 

0 

901 

Cats 





0 

Guinea Pigs 

0 

620 

0 

4 

624 

Hamsters 





0 

Rabbits 

So 

2364 

0 

4 

2368 

Non>human Primate 

38 

56 

14 

0 

/O 

Sheep 





0 

Pigs 

0 

16 

30 

0 

46 

Other Farm Animals 

0 




0 







Other Animals 

0 




0 






* 














ISURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatmerrL and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and fdttowing 
actual research, teaching, tasting, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act and it has required that exceptioru to the standards and regulations be specified and explained by the prindpal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such axcepdons Is attached to this annual report. In addition to identHying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species arxl rxjmber of animals affected. 

4} The atterxling veterirtarian for this research facility has appropriate authority to ensure the provision of adequate veterirtary care and to oversee the adequacy of other aspects of wiimal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offidai ) 


IGNATURE O 


■HIS FORM 7( 
(AUG 91 ) 


UTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Time or Print 


DATE SIGNED 

ilj^ 






es VS FORM 18-23 (OCT 88). which is obsolete. 


This report is required by law (7 USC 2143). Failure to repo/ rding to the regulatlbns 


UNITED CTATES DEPARTMENT OF AGRICULTURE 
’ANftrtAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 








See atta^ ’orm for 
addilloruk matlon 

Interagency Report Control No.; . 

1. CERTIFICATE NUh«ER: 31-R-0089 

CUSTOMER NUMBER: 253 

FORM APPROVED 

0MB NO. 0578-0036 

Wil Research Laboratories, Inc. 

1407 George Road 

Ashland, OH 44805 

Telephone: (419) -289-8700 



3. RETORTTNO FACIUTY ( list all locations wtwre animals were housed or used In actual 


FACILITY LOCATIONS ( Sites ) - See Atached LisUrtg 


I 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach edditlonel eheti H neceemafv or uee APHIS Form 7023A ) 


A. 

Anlmala Covered 

By The Anhnal 
Weifars RogulatloiM 

B. Nuneerof 

animals being 
bred, 

condiltoned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not yc 

C. Number of 

animals upon 
which leaching, 
resMrch, 
eiqwriments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
relleving drugs. 

D. Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Nuntier of animals upon wNch teaching, 
experiments, research, surgery or tests were 
conducted involvtng accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tnmquiiidng drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expertimnts. 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these anlmala and the 
reasons such dmgs were not used must be attached to 

F. 

rOTAt.«UMS€« 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

ao 


J ?30 

o 


5. Cats 





o 

6. Guinea Pigs 

o 

UlO 

D 

•4 


7. Hamsters 





i 

O 

6. Rabbits 

5b 


O 



9. Non-human Primate 

38 

S'6? 


O 

lo 

10. Sheep 





o 

11. Pigs 

0 

/(r9 

3d 

o 


12. Other Farm Animais 

o 




Lx 

o 







13. Other Animais 

o 




o 























2) EachpriridpalimottiflatorhucotwideredsttatTMtivestopairitUpracedums. 

3) Tills fedllty Is ertierlrig to the starTdarts end rsgulrtotw under the Act arKi it has required thrtewMntlQiw to 

•“ ««P«on. I. attach^l to this srHsial rap^h, adr^L toSSng 

i«uu\.-approveaeKcop«ons, this aunnniaryinciudos a brief ejqjianatlon of the exceptions, as well as the spades and nisrtief of rttnala Elected. 

4) T>i»«ttandlngyetwtnarian for this reeearch facility ha. spproprirte authority to ensure the proirtsien of adequate vetsrin^ 


SIGNATURE OF C.E.O. C 


APHIS FORM 7023 
(AUG 81 ) 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

( Chief Eitocutive Officer or Legally Re8ponsB)le InstHutional Official ) 


:iAL 

NAME & TIRE OF C.E.O. OR INSTfTUTIONAL OFFICIAL ( Tima or PtM 

DATE SIGNED 


1 1 

5 “ 13-03 


USDA Annual Report 


Reporting Period- October 1, 2001 through September 30, 2002 
Facility Registration Number: 31-R-0089 
Category “E” Guinea Pigs 

Four guinea pigs were classified under Category “E.” They were in a dermal 
sensitization study and were believed to have suffered pain and/or distress from corrosive 
skin lesions. The purpose of the study was to evaluate the potential of a test material to 
elicit delayed contact hypersensitivity when applied topically to guinea pigs. The study 
was conducted in compliance with the US EPA Good Laboratory Practices (40 CFR Parts 
160 and 792). The guinea pigs were evaluated daily by animal health technicians and the 
condition of their skin was graded for the severity of erythema, edema, eschar formation 
and fissuring present at the application site. Other signs of pain and/or distress, such as 
inappetence, weight loss, or vocalization were not observed. 


Category “E” Rabbits 

Four rabbits were classified under Category “E.” All rabbits were in dermal irritation 
studies and were believed to have suffered pain and/or distress from corrosive skin 
lesions. The purpose of these studies was to evaluate the irritative effects of test 
materials when applied topically as a single administration to rabbits. The studies were 
conducted in compliance with the US EPA Good Laboratory Practices (40 CFR Parts 160 
and 792). The rabbits were evaluated daily by animal health technicians and the 
condition of their skin was graded for the severity of erythema, edema, eschar formation 
and fissuring present at the application site. Other signs of pain and/or distress, such as 
inappetence, weight loss, or vocalization were not observed. 


NOy 2 1 20112 

This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


Interagency Report Control No 
0180-DOA-AN 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

CTYPE OR PRINT) 


1. REGISTRATION NO. 

31-R-0091 


CUSTOMER NO. 

254 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
irKlude Zip Code) 

y:<3c Ricerca Biosciences, LI 
7528 AUBURN ROAD 
P.O. BOX 1000 

Concord-PAINESVH.-fcE. OH 44077 
(440^ ^8)357-3300 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) ^ 


FACIUTY LOCATIONS(s/7es; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred,- 

condhioned. or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the rea^ns such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D + E) 

4. Dogs 


253 



253 

5. Cats 


90 



20 

6. Guinea Pigs 


318 


50 

368 

7. Hamsters 


26 



26 

8. Rabhits 


39 


52 

91 

9. Non-Human Primates 


0 



0 

10. Sheep 


0 



0 

11. Pigs (mini pigs) 


11 



11 

12, Other Farm Animals 












13. Other Animals 











► 













ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanatkm of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

[DATE SIGNED 

'"// 




APHIS FORM 7023 {Replaces VS FORM 18-23 (Oct 88). which is obsolete ^ ' PART 1 - HEADQUARTERS 

(AUG 91) 

I 


APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number. 
Customer Number 
Facility: 


Concord 

(440) 


31-R-0091 

254 

JiiiGERA;'Lte~ Ricerca Biosciences, LLC 
'7528 AUBURN ROAD 
P.O. BOX 1000 
-PAiNESVH±E, OH 44077 
(248) 357-3300 


TOXICOLOGY AANIMAk-MeTABOblSM- Pharmacology 
LIFE SCIENCE BUILDING 
7528 AUBURN ROAD 
Concord BWiOESWitljE, OH 44077 



Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: 31-R-0091 

2. Number of animals used in this study. 


3. Species (common name) guinea pigs ^of animals used In the study. 

4. Explain the procedure producing pain and/or distress. 

The positive control uses DNCB which produces sores when given ID, 
interdermal, as required by EPA and OECD. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) 


Federally mandated 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102): 


Agenc y epa 


CF R Title 40. Chi, SubCh R 
Guideline 406 


OECD 


Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It Is not an official form and Its use Is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number:, 


31-R-0091 


2. Number 


52 


_of animals used In this study. 


3. Species (common name) 


rabbit 


_of animals used in the study. 


4. Explain the procedure producing pain and/or distress. 


Materials, solids, liquids, gases are placed onto the skin and 
into the eye for safety assessment of test material in accordance 
with EPA and OECD guidelines. 


5, Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) 


Federally mandated 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 

Cp p Title 40 ChapI SubChap R 
Guidelines 404, 405 


EPA 

Agency 

OECD 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 

/ 'iZ 

- See attached form for 

additional information 

Interagency Report dbntfol No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-F-0002 

CUSTOMER NUMBER: 442 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Operational Toxicology Branch 

Air Force Research Laboratory 

2760 Q St, Area B, Afri/Hest 
Wright-Patterson Afb, OH 45433 



Telephone: (937)255-7120 


3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) j 


Building 838 


. _ , FACILTTY LOCATIONS ( SHm ) - See Atached Listing 

Area B - WPAFB 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILDV f Attach additional sheets if necessary or use APHIS Form 7023A \ | 

A. 

Animals Covered 

By The Animal 
Welfare RegulaUom 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expen men ts, 
research, or 
surgery but not ye 

C. Number of 
animats upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiieving dnjgs. 

D. Number of animals 
upon which 
expenments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for vmich 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanatirxi of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



18 


18 

9. Non-human Primate 






10. Sheep 






11. Pigs 



22 


22 

12. Other Farm Animats 












13. Other Animals 






Ferrets 



15 


• 1 S 













1 ASSURANCE STATEMENTS 




1) Prafessionalty aceepubie standards governing the care, traatmsnL artd usa of animals, including apprepriata use of aneatatie, analgeaic, and trBn(^izing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or axperimenlation were followed by this research fadiity. 


2) Each principal investigator has considarad aJtemativea to painftjl procedures. 

3) This facility is adwing to the standards and regulations under the AcL and it has required that excapdons to the starxiards and regulations bo specified and explained by the principal 
investigator and approved by the Institutianal Animal Cars and Use Committse (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spectss and rxjmber of animals affected. 

4) The attending veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of tmimal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive OfRcer or Legally Responsible Institutional Offidai ) 


ATE SIGNED 


OCT 2 B 2002 

This report Is required by law (7 iJSC 2143). Failure to report according to the regulations 
can 


See attached form for 
additional information 


Interagency Report Co/trol No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-F-0003 

CUSTOMER NUMBER: 451 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

U.S. Environmental Protection Agency 

National Exposure Research Lab 

26 W. Martin Luther King Drive 

Cincinnati, OH 45268 

Telephone; (513) -569-7401 

3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) | 


FAClLfTY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAClirTY i Attach additional sheets if necessary or use APHIS Form 7023A " 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accorrpanying pain or 
distress to the animals 
and for which 
appropnale anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. GuLreaPigs 

0 

0 

0 

0 

0 

7. Ha:r» iters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primate 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

1 2. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 






^ngolian Gerbil 

0 

0 

1,504 

0 

1,504 

CFI-Mice 

0 

0 

761 

0 

761 

C57BL-6 Mice 

0 

0 

940 

0 

940 


I ASSURANCE STATEMENTS 


1 } Professionally aocaptable standards governing the care, treatmenL and use of animals, indtxiing appropriate use of anestetic, analgesic, and tranquilizing drijgs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards artd regulations under the Act and it has requM that exceptions to the standards and regulations be specified and explained by the principal 
irtvestigator and approved by the Institutional Animal Cars and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary indudas a brief explanation of the exceptions, as well as the spedss and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official } 




DATE SIGNED 

/o/i,/oi 





( AUG 91 ) 


OCT 2 8 2002 3h'^ -3 


This repofi is required by law (7 USC 2M3). Failure lo report according to Ihe regulations can 
result in an order lo cease and desist and to be siib|ecl to penalties as provided lor in Section 21 SO 


See reverse side lor 
additional inlormation 


UNfTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


I. REGISTRATION NO. 


Interagency Report Control No 
OISO-OOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


Z. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA 
include Zip Code) 

USEPA 

26 W. Martin Luther King Drive 
Cincinnati, Ohio 45268 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILfTY (Attach adiditional sheets if necessary or use this form.) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


12. 4/OR 13. Other 
(List by species) 


CD-I Mice 


NU/NU CD-I Mice 


B. Number of 
animals being 
bred. 

condiitoned. or 
held Tor use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pair>- 
reiieving drugs. 

0. Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and tor which appropriate 
anesthetic, analgesic, or 
Iranquiliaing drugs were 
used. 

E. Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use ol appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely aifected Ihe procedures, results, or 
interpretation ol Ihe leaching, research, 
experiments, surgery, or tests. (An explanation ot 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F 

total no. 

OF ANIMALS 

(Cols. C e 

D f E) 

0 

225 

0 

225 

0 

210 

0 

210 


Bluegill/Sunsish 


5,000 


0 

300 

0 

300 

12,000 

0 

0 

17,000 



assurance STATEMENTS 



1) . Prolessionalty acceptable standards governing the care, treatment, and use oi animals. Including apprortaie use of anestfietic. analgesic, and trafiguiii.ring drugs, prior to. during. 

and toMowing actual research, teaching, testing, suigery. or expenmeniaiion were loitowed by this research lacility. 

2) . Each principal mvestigaior has considered alternatives to painlul procedures. 

3) . This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Instiluiiunal Animal Care and Use Committee (tACUC). A summary of ail such exceptions is attached to this annual report In 
addition to ideniilying the lACUC approved exceptions, this summary includes a bnel explanation ol the exceptions, as well as the species and number ol animals altected 

4|. The attending veterinarian tor this research lacility has appropriate authority lo ensure the provision ol adequate veterinary care and to oversee the adequacy of other aspects oi 
animal care and use. 


CERTinCATlON BY HEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsibie Institutional Official) 

I certify lhal Ihe above is true, correct, and complete (7 U.S.C Section 2143) 


signature of aEO. or institutional OFFICUL 


NAME & TITLE OF C.EO. OR INSTITUTIONAL OFFICIAL /Type or Print) 


DATE SIGNED 
































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


O.CT 2 . 


See reverse side for 
additional information 


20112 


Interagency Report Control No 
OiaO-OOA-AN 


y 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

31-R-0007 


CUSTOMER NO. 

209 


FORM APPROVED 
0MB NO. 05794)036 I ^ 


2. HEADQUARTERS RESEARCH FACIUTY [Name and Address, as registered with USD'xJ 

include Zip Code) 

GLIATECH, INC. 

23420 COMMERCE PARK ROAD 
BEACHWOOO. OH 44122 
(216)831-3200 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACIUTY LOCATIONS^s/tej) 


See Attached Listing 


Main Animal Facility 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiKzing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

• 


76 


76 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during, 
and following actual research, teaching, tesbng. surgery, or experimentation were followed by this research facility. 


2) Each p.incipal investigator has considered ^tematives to painful procedures. 

3) This facility is adhering to the standards and regulatiohs under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



(AUG 91) 


This report is required by law (7 DSC 2143). Failure to repon according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 additional information. 0180-0OA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

31-R-0006 208 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA. 
include Zip Code) 

UNIVERSITY OF TOLEDO 

2801 W. BANCROFT ST. 0263 WOLFE HALL 

ANIMAL CARE PROGRAM 

TOLEDO. OH 43606 

3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATIONS^srfesj 


UNIVERSirr OF TOLEDO 
TOLEDO, OH 43606 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach adOtional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
exp^menls, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expehments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnata 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expehments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expehments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
Dr.E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 


51 

32 


83 

8. Rabbits 

15 





9. Non-Human Primates 


3 

3 


6 

10. Sheep 






1 1 . Pigs 






12. Other Fann Animals 












13. Other Animals 






Fruit bats 

31 

4 

5 


9 

Lab mice 

37 

25 

77 


* 102 

Lab rats 

154 

35 

189 


224 

ASSURANCE STATEMENTS 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U S.C. Section 2143) 



SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 



11/22/2002 


APHIS FORM 7023 (Replacea VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


This report is required by law (7 USC 2143) Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

31-R-0006 208 

FORM APPROVED 

OM8 NO, 0579-0036 

CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA, 

include Zip Code) 

UNIVERSITY OF TOLEDO 

2801 W. BANCROFT ST. 0263 WOLFE HALL 

ANIMAL CARE PROGRAM 

TOLEDO, OH 43606 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use this form.) 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expen'ments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expehments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or ^stress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 
D>E) 

Zebra fish 

63 

107 



107 













































































































ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the starxlards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A suirimary of ail the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterirtarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal cars and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

1 1/22/2002 




APHIS FORM 7023A (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


This repch is required by law (7 USC 2143). Failure to reoon acccrding to the requiaticns 
can 


See attached form for 
additional information 


Interagency Reocrt C 




UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 31-R-0017 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 223 

0M8 NO. C579-C036 


Cleveland Clinic Foundation 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 

Research Institute. 

Biological Resources Unit/Ff6-04 

9500 Euclid Ave 

Cleveland, OH 44195 



Telephone: (216) -444-2055 

3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation. or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sitea ) - See Atached Listing 


JjREPORT^OF^ANlMALSUSED^BYORAJNOERCONTROLOFRESEARCHFAClLnY^^Atta^^ 


A. 

Animals Covered 

By The Animal 

Walfara Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 

E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and (or which the use of apprcpnate 
.anesthebc. analgesic, or tranquilizing daigs would 
have adversely affected the procedures, results, or 
interprelabon of the teaching, research, expenments, 

V surgery, or tests. ( An explanation of the procedures 
produang pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

total NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

7 

0 

357 

0 

357 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

n 

_ 0 . 

n 

0 

8. Rabbits 

3 

12 

221 

0 

233 

9. Non-human Primate 

0 

7 

2 

0 

9 

10. Sheep 

2 

0 

53 

0 

53 

11. Pigs 

0 

0 

222 

0 

222 

12. Other Farm Animals 






Calves 

0 

0 

33 

0 

33 

13. Other Animals 

0 

0 

0 

0 

0 




















1 ) PnofessionaUy acceptable standards governing tfie care, treetmenL and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following 
actual research, teaching, tasting, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painM procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards wd regulations be specifiad and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-epproved exceptions, this summary includes a brief explanation of the exceptions, as wetl as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cars and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


APHIS Form 7023 - Cleveland Clinic Foundation Research Institute 31-R-0017 
Facility Locations Attachment 


Cleveland Clinic Foundation Research Institute 
Cleveland, OH 44195 


Farm 

Wakeman, OH 


Northeastern Ohio Universities College of Medicine 
Rootstown, OH 44272 



This reocn s recuired Sy ^aw (7 USC 21*43). Failure to repcn according to the regulations 
can 


•m u 2002 


See atlaoled form for 
aooitlonai information 


Interagency Recca Contr I 




UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 31-R-0018 

FORM approved 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 211 

OM8 NO. OS79-002S 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

lams Company, The 

Paul F. lams Technical Center 

7250 Poe Avenue 

Dayton, OH 45414 



Telephone: (937) -415-8823 



2. REPORTING FAClurPf ( Uist all locations where animals were housed or used in actual research, testing, or expehmentaoon. or held for these purposes. Attach additional sheets if necessary ) 


FACILfTY LOCATIONS ( Silas ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals b«ng. 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y« 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 

tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D . Number of animals 
upon which 

expenments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Nurrser of animals upon 'wnicn teaching, 
expenments. researcn. surgery or tests were 
conducted involving accompanying pam or distress 
to the animals and for which the use of approonate 
anesthetic analgesic, or tranguilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
prcduong pain or distress in these animals and the 
reasons such drugs were not used .must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

27 

113 

0 

0 

140 

5. Cats 

15 

194 

0 

0 

209 

6. Guinea Pigs 






7 . Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 






1 2. Other Famri Animals 












13. Other Animals 











r 













1 ASSURANCE STATEMENTS 

: — □ 


1 ) Professionally acceptable standards governing the cars, treatment and use of animals, including appropnale use of anestatic, analgesic, and tranguilizing drugs, prior to, during, and following 
actual research, teaching, tasting, surgery, or axpehmentation were followed by this research faoJIty. 


2) Eacn principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has reguired that axcaptions to the standards and ."sgulations be specified and explained by the pnncipal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report in addition to identifying die 
tACUC-approved axcaptions, this summary includes a brief explanation of the excapoons, as well as the speoes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adaguate veterinary care and to oversee the adeguacy of other aspects of animal care and 

r'CD-ncir'4TinM av ucanni iabtcdc occcaoru car'll rrv nccir'iai 


DATS SIGNED 

11/8/02 


Ti'is reccrt IS 'ecuired sy law (7 USC 21‘13) Failure (o recor; according ro t^e regulaiions 
can 


-See 3ttac*'.ed form fcr 
y Vt. additional infcrrratjon 


Interagency Report Control(No.. 


— — 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLAiNT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 3'|-R-0023 

CUSTOMER NUMBER: 230 

FORM APPROVED 

0MB NO. 0579-C036 

ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 

Good Samaritan Hospital 

Dept. Of Medical Research 

375 Dixmyth Avenue 

Cincinnati, OH 45220 



Telephone; (513) -872-1850 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y€ 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

total number 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






B. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Fanm Animals 












1 3. Other Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards govemirtg the care, treatmenL and use of animais, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teadting, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3} This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animais affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


SK 


Apt 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



DATE SIGNED 

ll-TOi- 



I MUU 31 / 


This report Is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

31-R-0026 232 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

BOWLING GREEN STATE UNIVERSITY 

120 MCFALL CENTER 

BOWLING GREEN, OH 43403 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary. ) 


FACILITY LOCATIONSrstfes) 


BOWLING GREEN UNIVERSITY 
BOWLING GREEN. OH 43403 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held Tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upxxi 
which teaching, 
research, 
exp>eriments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of ptain- 
relieving drugs. 

D. Number of animals upxxi 
which exp>eriments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which ap>propriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






Deer Mice 

63 










* 






' 

ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care. treatmenL and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and followirtg actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/05/2002 



APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


This report is required by law (7 DSC 2143). Failure to report according to the regulations 


U C I I / 

See attached form for 
additional information 


Interagency Report Control -eJir 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0029 

CUSTOMER NUMBER: 235 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Miami University 

Oast 

102 Roudebush Hall 

500 East High Street 

Oxford, OH 45056 



Telephone: (513) -529-5435 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Pearson Hall 
Benton Hall 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


Boyd Hall 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 

animals being . 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
'esearch, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

25 


28 


28 

9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






pine Vole- 

meadow voles 





^ 450 

164 

house mice 

124 

1,031 



1,031 

Prairie Vole 

306 

972 



972 




1 ) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropriate use of anestetic, artalgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of alt such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinwy care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIC 


API- 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0032 

CUSTOMER NUMBER: 30 

FORM APPROVED. ^ 

0MB NO. 0579-C0»Jlr{y^ 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Hippie Cancer Research Center. Inc. 

41 00 S. Kettering Blvd 

Dayton, OH 45439 

Telephone: (937) -293-8508 ’ 

' ‘ rCUUCJ 


3. REPORTING FACILITY { List ail locations where aninals were housed or used In actual research. tesUr>g, or experimenutlon. or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites } - See Atached Listing 


I REPORT OF ANIMALS USED BY OR LINDER CONTROL OF RESEARCH FACILITY ( Attach addiflpnal sheets if necessary or use APHIS Form 7023A ^ 


A. 

Anirruls Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or . 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
ctmducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Nu/rber of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to Ihe animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, experimenls, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





o 

5. Cats 





o 

6. Guinea Pigs 





o 

7. Hamsters 





a 

8. Rabbits 





o 

9. Non-human Primate 





o 

to. Sheep 





o 

11. Pigs 





a 

12. Other Farm Animals 












13. Ottier Animals - 





0 





I 







- 





I 



ASSURANCE STATEMEITTS 


1 ) Professionally acceptable standards governing the cara, treatment, and use of animsis, including appropriate use of anestelic, anslges< and tranqulllzing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were fbltowed by this research facility. 

2) Each princ^l inysstigator has considered atterrutives to painrul procedures. 

3) This toeility Is adhering to the standards and regulations under the Act, snd it has requirsd that axcaptions to the standards and regulations be spedfied and explained by Ihe principal 
investigator and approved by the Inatiiulionai Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In additkm to identifying the 
lACUC-approved exoeptians, this summary Inctudes a brief explanation of the excapGons, as wall as the species and number of animals affected. 

4) The attending veterinarian for INs research fadllty has appropriate authority to ensure toe provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institufional Offidal ) 


DATE SIGNED 


(AUG 91 ) 


J 


Bi T mn 20 £2 


This report is required by law (7 USC 2143). Failure to report according to the regulations HOV 2 2 2002 See attached form for Interagency Report Control No.: 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0033 

CUSTOMER NUMBER; 237 

FORM APPROVED, \ ^ 
0MB NO. 0579-003^^ 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Akron City Hospital Campus 

Summa Health System 

Research Administration 5 

525 E. Market Street 

Akron, OH 44304 

VJ 


Telephone: (330) -375-4045 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( SKes ) - See Atached Listing 


I^^REPORT^OFj^NIMALSUSEDJBYOR^UNDERCONTROL^OFRESlEARCH^FACILrn^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
svhich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E . Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



33 


33 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 



31 


31 

12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatmarrt, and use of animals, including appropriate use of anestatic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, tasting, surgery, or experimentation were followed by this research fecility. 

2) Each prindpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifyir^ the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C TE SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


APHIS Form 7023 Site List 


The following sites have been reported by the faoHty. 


Registration Number 31-R-0033 

Customer Number 237 

Facility: AKRON CITY HOSPITAL CAMPUS 

RESEARCH ADMINISTRATION 5 
525 6- MARKET STREET 
AKRON. OH 44309 
(330) 375-4045 


SURGICAL RESEARCH BLDG 
525 EAST MARKET STREET 
P O BOX 2090 
5TH FLOOR 
AKRON. OH 44304 

NEOUCOM 
4209 SR 44 

ROOTSTOWN. OH 44272 


llfol 


See attached fomn for 
additional information 


This reoort is required by law (7 USC 2143). Failure to report according to the regulations 
can 


Interagency Report 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0034 

CUSTOMER NUMBER: 238 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Ethicon Endo-Surgery, Inc. 

Otir^tUQr r\tsuutif wiifC7UTU?UpT it 

4545 Creek Road 

Cincinnati, OH 45242 

Preclinical Research/ 
Development 


Telephone: (513) -337-8201 




3. REPORTING fACIUTY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held lor these purposes. Attach additional sheets if necessary ) 


Headquarters only at above addres^^^j^nYLOCATiONSoite.) - seeAtachedUsting 


) REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfara Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
atrimals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
irwoiving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
irwoiving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of anirrais upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanyirrg pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used rrust be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

14 


23 


23 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 

45 


1,285 


1,285 

12. Other Farm Animals 






Goats 

0 


17 


17 

13. Other Antmals 

























|i ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropriate use of anestetic, artalgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prirrcipai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the starxJards arxl regulations urxier the Act, arxl it has required that exceptions to the standards and regulations be spectfied and explained by the principal 
investigator and approved by the Institutional Animal Cars and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-^proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research faality has appropriate authority to errsure the provision of adequate veterinary care arxl to oversee the adequacy of other aspects of animal care artd 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


This report is required by law (7 USC 2143}. Failure to report according to the regulations 
can 

See attached form for 
additiortal information 

Interagency Report Control No.; 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

OCT 0 7 2002 

1. CERTIFICATE NUMBER: 31-R.0038 

CUSTOMER NUMBER: 239 

FORM APPROVED 

0MB NO. 0579-0036 

pvVfV 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Shriners Hospital For Children 

Cincinnati Bum Unit 

3229 Burnet Avenue 

Cincinnati, OH 45229 



Telephone: (513) -872-6344 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


Research Support Division 

5'" Floor 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


Cincinnati, OH - Hamilton Co. 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being _ 
bred. 

conditioned, or 
held for use in 
leaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for \«hich 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 











* 














I ASSURANCE STATEMENTS 


1) Professionally acc^tabla standards governing the care, treatmerrt, and use of animals, including appropriate use of anestetic, analgesic, arxf tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prinapal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and K has required that exceptions to the standards and regulations be specified and explair^ by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and rrumber of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care arxj to oversee the adequacy of other aspects of animal care and 



( AUG 91 ) 


This report is required by law (7 USC 2143). Failure lo report according to the regulations See attached form for Interagency Report Control No.; 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER; 31-R-0040 

FORM APPROVED \ 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579^03a 

OCT 07 2002 

CUSTOMER NUMBER: 8740 


Ohio Northern University 


ANNUAL REPORT OF RESEARCH FACILITY 

525 South Main Street 


( TYPE OR PRINT ) 

Ada. OH 45810 

Telephone: (419) -772-2033 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


1 . 

2 . 


Raabe College of Pharmacy 
Dept, of Biological Sciences 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


Dept, of Psychology 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILFTY / Attach additiona 

J sheets If necessary or use APHIS Form 7023A ) | 

A 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but .not ys 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnigs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon \«hich teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIt4ALS 

( COLUMNS 

C + D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7, Hsrnstsrs 




- 


8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 










No covered animals are 

^ 0 





being used at this time. 








ASSURANCE STATEMENTS | 


1 ) Professionally acceptatsle standards governing the care, treabnent, and use of animals, Including appropriate use of anestetic, analgesic, and Iranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research fediity. 


2} Each prindpal investigator has considered altematives to painful procedures. 


3) This fediity is adhering to the standands and regulations under the Act, and K has required that exceptions to the standards and regulations be specified and explained by the prindpal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to iderrtifying the 
lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and msnber of animals affected. 

4) The attending vaterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequate of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN 


APHISl 

{ AUG 91 ) 


DATE SIGNED 

9-23-02 


This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.; 

can additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 3'|.R-004'^ 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 \ 


CUSTOMER NUMBER: 240 






Medical College Of Ohio 


ANNUAL REPORT OF RESEARCH FACILITY 

Health Education Building 

1^ 1 O ^ 

( TYPE OR PRINT ) 

3055 Arlington Ave. 



Toledo. OH 43614 


Telephone: (419) -383-4310 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


Health Education/Block Haalth facility locations ( sues ) - see Alached Listing 

, Science Buildings 

I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessary or use APHIS Form 7023A ) 


A 

Animats Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being ~ 
bred, 

conditioned, or 
held for use in 
leaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments. leaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests, ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

13 

0 

13 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

9 

0 

0 

9 

7. Hamsters 

0 

14 

0 

0 

14 

8. Rabbits 

0 . 

0 

0 

0 

0 

9. Non-human Primate 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

30 

26 

0 

56 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 




















ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, artd tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has requred that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-spproved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The atterKfing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

ojjllCD'i ■ 


Osjpi^ 

This report is required by law (7 USC 2143). Failure to report according to the regulations Pfl/lP See attached form for Interagency Report Control No.; 

^ ^ additional informaUon 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R-0049 

CUSTOMER NUMBER: 241 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Ohio Wesleyan University 

61 S. Sandusky Street 

Delaware, OH 43015 



Telephone: (614) -368-31 1 1 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 

animals being . 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

1 C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon whicii 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





- o - 

5. Osts 





- O 

6. Guinea Pigs 





— o - 

7. Hamsters 





^ CD - 

8. Rabbits 





(3 - 

9. Non-human Primate 





— O — 

10. Sheep 





- o - 

11. Pigs 





- o - 

12. Other Farm Animals 





- o - 







13. Other Animals 





- CD - 




















I ASSURANCE STATEMENTS 


1) Professionaily acceptable starxlards governing the care, treatment, artd use of animals, biciuding appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adharirrg to the standards and regulations urvjer the Act, arxt it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care arxf Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

TVtA annrAnriolA oi tn A^ei irtt IKa nmuisiAn ^ r^ara aaH fa auaraaa fKa a^aat a# afHar af Anifnfll 30 ^ 


)ATE SIGNED 


This report is required by law (7 DSC 2143). Failure to report according to the regulations See attached form for Interagency Report Control Ifo.: 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTinCATE NUMBER: 31-R-0053 

CUSTOMER NUMBER: 229 

FORM APPROVED 

0MB NO. 0579.0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Hiram College 

Hinsdale Hall 

P.O. Box 1838 

Hiram, OH 44234 



Telephone: (216) -569-5264 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing S \ 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests vtere 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and Ihe 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

o 

o 

CD 

o 

O 

5. Cats 

o 

o 

a 

o 

O 

6. Guinea Pigs 

o 

o 

a 

o 

O 

7. Hamsters 

o .. 

■o 

o 

o 

C 

8. Rabbits 

o 

a 

o 

o 

cr? 

9. Non-human Primate 

o 

\o 

o 

O 

\o 

10. Sheep 

o 

O 

o 

o 

O 

11. Pigs 

€ 

0 

O 

o 

O 

12. Other Farm Animals 

t? 

0 

O 

o 

O 







13. Other Animals 

o 

o 

o 

O 

O 



















1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including ^rpropriate use of anestetic, analgesic, and trarxjuilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptiorrs, this sunmary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


; -l.j-^ij02 l3/'46 LSZR RFHIb -j-'- • 

" dddiUonsI infomrr^tjon 

orb P.dZ'b^ 

UNITED STATES OEPARTVCNT OF AGRICULTURE 

ANMAL AND PLANT HEALTH INSPECTION SERVICE 

OEC 1 8 2002 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

1. CERTTFICATE NUMBER; 31.R-0054 

CUSTOMER NUMBER; 242 

FORM APPROVED 
OMBNO.057«e3« 

r 

l/P/IA 

College Of Wooster. The ,/ d 

03-1 Colloge Street //?^ ‘Seo-f/ /ft/e, 

Wooster, OH 44691 5 

Telephone: (-2^) -263-246^ 

J30 

a. REPORTINO FACIUTY ( Ust all locations whero animaia ware housed or used in aiduai reaeaieh. lesli 

ng, or attoarimentsuon. or held for those purposes. Attacn addllionai shoals K nacessary ) | 


FACIUTY LOCATIONS ( SttM ) • Sm Aladied Listing 


I REPORT OF AN WALS USED BY OR UNDER CONTROL OF RESEARCH FACiLfTY I Attach addMIonat sh«et» tf nae— aafw or ub» APHIS Pom TOaaA \ 


A 

Animals Covorsd 

By Tha Antnal 
Waifara RogUaOena 

3, Number at 
aniinali being 
bred, 

eondibonad, or 
held tor use in 
taacNflO. 
tesdng, 
enperimmts, 
reaearen. or 
surgery but not ye 

C. Numoar of 
animais upon 
which leaching, 
research, 
exparimento, or 
tosiswere 
conducted 

Involving no 
path, distress, or 
ineof pain< 
reUevuiQ umgs. 

D. Numoer of anitrais 
upon which 
experiments, lucning. 
reaearcfi. surgery, or 
tests were conducted 

InvoMng 

aecompanyino twin or 
eatress to the animals 
and for •Miicn 
apprppriaie anesthetic, a 

E. Numoer of animals upon which toacnlng. 
experrmonts, research, surgery or tests wore 
conducted involving accompanying pain or distress 
to me annals and tor which me use of appropriate 
arwsiheito; anaioesie. or irpnquUzing druga would 
have adversely affected the proeadurws, results, or 
interpretation of the (eachlno. research, experiments, 
surgery, or tests. ( An axplanatwn of me proeedVfres 
producing pain or distress In Ihese animals and me 
reasons wen drugs were not used must be attacned to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






S. Cato 






B. GulnesPifla 

:2. 

Z 

o 

O 

2. 

7. HamstaiB 






& RabfaMs 






a. hkHvhuman Prlmata^ 


S' 

O 

o 


ia Sheep 






11. Pigs 






12. Other Perm Ariimaie 












13. Other Animeis 






[fa 

JL 

3:l 

O 

o 

J-2. 



/9.0 _ 


c 

/JiO 

(j.\ 


^0 





ASSURANCE STATSMENTS 


1) PreNnaiorMlV fmiHU i tm Uaidardi goMiming ih« cw, iraaimart, and u>« id viliTiaia, Indi^b^ appreptiais um el inartH c . anaigaaic; and tnmguUtztng (fUQt, phot to, duing, and roOMino 

acBjat r aaaa n d i , toBcWng,la*»nft«waafy.qra)yartBfia> da< lonv»wfaltoiiddbyWa ra i— c h todWy. 

Z) Eaen principal bwMltsatarMacanaidaradaatoTwllvM to paMUpraeadMr**. 


J) mafMdHytoodharlnotomaritoidarMaftora^iMiontwtoirlMAetandllhMraquiradiMawNpdixiatolMatondantotatorasiARleriabaipvdlMwMttiplaina^ 

BN«a«lgatDr and opprawd Iv toa inatHudorwi ANmol Cara and Ura Canmiila* (lACUC). A aummiy d» ail such axcapHona is attactwd ID OM aanual report. In 0(111111011 to idonlifyinB 

MCUC^Pfsorad Mopitona, «ito aunimary ireMra « brM oaplanadon or tho OKOpuend, to vreO u M ipacM trto nunbto Id Mmtoa alhdad^ 


4) 'lhaaitontfn8tra»itMlanltoihisraaaarcnfa(JHy hwapp(tiprtatoau thorllytoflnauralh8iaoviatoiof i>tofpt atovatorinarycaraandtoo v ar i aathaB(»aq;jaey<dolharaapae(aafanfcnalciraand 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chier EMcutivp Offloer or Lfigally RaoponsiM irtotitutfanat Ofrlclai ) 





TOTRL P.02 


Office of the Vice President for Academic Affairs 
The College of Wooster 
1189 Beall Avenue 
Wooster, OH 44691-2363 


*Psychology Department animal locations during 2002: 
Kaiike Hall - January 1, 2002, through December 8, 2002 
400 University Street East 
Wooster, OH 44691 

Burton D. Morgan Hall - effective December 9, 2002 
930 College Mall 
Wooster, OH 44691 


**Biology Department location: 
Mateer Hall 
931 College Mall 
Wooster, OH 44691 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

('TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

31-R-0055 243 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

WRIGHT STATE UNIVERSITY 

LABORATORY ANIMAL RESOURCES.^/} i , 

053 HEALTH SCIENCES 0 Q ^ 

DAYTON. OH 45435 

(513)873-2312 

3 . REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATIONSfstfes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Mach additional sheets if necessary or use APHIS FORM 7023A ) 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthelic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
D*E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

1 

0 

1 

0 

1 

6. Guinea Pigs 

0 

218 

171 

0 

389 

7. Hamsters 

0 



n 

IQ 

8. Rabbits 

0 

0 

86 

0 

86 

9. Non-Human Primates 

0 

0 

2 

0 

2 

10. Sheep 

0 

0 

2 

0 

2 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

n 







13. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, indudirtg appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research Polity. 


2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptiorts is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


AF nio rv^ixm i\j^o 
(AUG 91) 


DATE SIGNED 

11/25/0: 


(Kepiaces vd i-ukivi (ucx oo}, wntcn 19 oosoieie 


fTURT 1 - HEADQUARTERS 


i\ll redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


WACXLnrt 8 IXBS UCSTIBG 


Licansee/Begistraat Haas; Wright: Oni vp»r.qiiLy.. 

Licaose/RAgistratijon Wumbar; 


plaoAA list b€lo«r all sites that house regulated an ima l s under the above nombor. Be 

sore to include all requested information. If the line does not apply, please mark 
it H/A. If you have more three (3) sites copy this form as many times as needed 

before filling, in the sit^: : — — 

Site Ho . 5 1 Hane/Departmeat: T.ahora-hnry Ani mal PocrMiT-nas . ^ naytrm Veteran s 

Affairs Facility 

Address: 41 no W^agt- Th-irr^ .qt-rpf»J: — — 

Dayton, OH 45428 

Building: Veterans Administration Hospital 

Floor/Boom: Building # 315 - Research Services 

Phone Ho. 



site BO.: 


2 Hame/Departmeat: T.^^hrfratrnr-y Animal— P a cmiyjiac ■ H a- l . t - 

Animal Facility 

Address* naT-3_- 

Dayton, OH 45435 .. 

BoUdings Fawcett Hall 


Ploor/Boom: 514A & 514B. Fawcett Hall 
Contact Person: Phone Ho. 



Site Ho.: 


/Oepartaent: Laborat o ry PtaRmirrP.s vi rrr-And 

Conditioning Building 
Addresss Receivin g and nr>nrli t i ng Riii1 ng w R.-P. 

Dayton, OH 45435 


BttUding: Receiving and Condi t ion ing 

Floor/Room:. - 

Contact Person: Phone No. :| 





AM redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


rMCILIXl SIZES LZSZZlfC 


Licaaamm/Bmqimtrant E. 


Wright State University, 


Lican*«/H«giatratioix Humber; 31-»R~Q55 


Pl«aM list bsXow mil sites that house regulated animals u nd e r the above nuabv. 8e 
to include T reguested iiiforaat Ion • If the li ne does not apply ^ please mark 
it H/A. If you have more than three (3) sites copy this foim as many times as needed 
before filling in the sitea^ ^ — ; ! ^ ^ ^ — : 


Site Ho.: 


Hame/Departaent: Laborato ry Animal u^gniTrr;P>«s Researnh 

Institute Animal Facility 

Addrese: 3 52 5 Southern Bon l ava rd 


Dayt.on., 1 .. ,QH 43A2S. 


Bu il ding: rnv TT^a-rt Institute. 

Floor/lUxws 

Contact person: Phone HO.i| 



Site HO. : 


® Hane/Depertaent: Laboratory Animal Resources - Health Scienc es 
/ ^ ^ i ^ ^ - Facility 


053 Health Sciences 


Dayton, OH 45435 


Biological Sciences/Health Sciences 
Floor/l tooi i: Health Sciences 

Contact Person Phone Ho. 




site HO.: 


Hame/Oepartaent : 

Address: 


Building; 
Piobr/Pooa: 
Contact Person: 


Photie Ho.: 




OCT 04 2002 

This report I* r«<'uirecJ by law (7 USC 2143). Failure to report according to the regulations 
can 


See attached form for 
additional information 


Interagency Report Control Ng.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31.R-0058 

CUSTOMER NUMBER: 244 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Cleveland State University 

Programs & Research 

1983 East 24th Street 

Fenn Tower 1010 

Cleveland, OH 44115 



Telephone: (216) -687-3630 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Lisbng 


J^^REPORTOFANIMALSUSEDBY^OR^UNDERCONTROL^OF^ESEARCH^AClIJr^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regglatlorts 

B. Number of 
animals being 
bred. 

ccnditicned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, curge.-y. or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use cf app.'’opr;atc 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

0 

8 



8 

9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 











* 














I ASSURANCE STATEMENTS 


1 ) Professionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care aixl Use Committee (lACUC). A surrunary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species arxl number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of otho’ aspects of animal care and 


1 CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

1 ( Chief Executive Officer or Legally Responsible Institutional Official } 



DATE SIGNED 

9/30/02 


31 


Annual Report of Research Facility 

The only entry required for this report is that for rabbits (Item 8, 
under REPORT OF ANIMALS USED BY OF UNDER CONTROL OF RESEARCH FACILITY) , 
for which we must enter 8 in column C. of the table. These are the only 
USDA regulated animal that were housed in the facility during the 
Federal fiscal year. Although we house mice and rats, such species 
tinder the AWA are excluded from the category of regulated animals, and 
cure therefore not considered to be animals. Likewise, cold-blooded 
animals are excluded from the category of regulated animals so that it 
is not required to report toads and turtles. An excerpt from the USDA 
website giving the definition of 'Animal' is provided, below. 


[Code of Federal Regulations] 

[Title 9, Volume 1, Parts 1 to 199] 

[Revised as of January 1, 1999] 

From the U.S. Government Printing Office via GPO Access 


TITLE 9- ANIMALS AND ANIMAL PRODUCTS 


CHAPTER I — ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE, DEPARTMENT OF 
AGRICULTURE 


PART 1 — DEFINITION OF TERMS — Table of Contents 
Sec . 1.1 Definitions . 


Animal means any live or dead dog, cat, nonhuman primate, guinea 
pig, hamster, rabbit, or any other warmblooded animal, which is being 
used, or is intended for use for research, teaching, testing, 
experimentation, or exhibition purposes, or as a pet. This term 
excludes: Birds, rats of the genus Rattus and mice of the genus Mus 
bred for use in research, and horses not used for research purposes and 
other farm animals, such as, but not limited to livestock or poultry, 
used or intended for use as food or fiber, or livestock or poultry. used 
or 

intended for use for improving animal nutrition, breeding, management, 
or production efficiency, or for improving the quality of food or 
fiber. With respect to a dog, the term means all dogs, including those 
used 

for hunting, security, or breeding purposes. 


This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

31-R-0059 245 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA, 
include Zip Code) 

MILACRON, INCORPORATED 

3000 DISNEY STREET 

CINCINNATI. OH 45209 

3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessary.) 


FACIUTY LOCArKSNSrsifes) 


MILACRON. INC. 
CINCINNATI. OH 45209 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teachirtg, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anestheticanalgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

10 

247 

74 


321 

7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 























• 

ASSURANCE STATEMENTS 


1) Professionaily acceptabla standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilrzing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research focility. 


2) Each principal irtvestigator has considered alternatives to painful procedures. 

3} This f»:;ility is adhering to the staixlards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of aH the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species arrd number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive OfTicer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL j NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/05/2002 

■ « 



APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


See attached form for 
additional information 


Interagency Report Control No.; 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 




1. CERTIFICATE NUMBER: 31-R-0061 
CUSTOMER NUMBER: 525 


FORM APPROVED 
0MB NO. 0579-0036 



St. Vincent Mercy Medical Center 
2213 Cherry Street 
Toledo. OH 43608 

Telephone: (419) -251-2701 


^Cr o 




3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 




FACILITY LOCATIONS { Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Anlmtii 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conauaed 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing dmgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such dmgs were not used must be attached to 

F, 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





O 

5. Cats 





S 

6. Guinea Pigs 





0 

7. Hamsters 







8. Rabbits 





_C1 

9. Non-human Primate 






10. Sheep 







11. Pigs 



^3 



12. Other Farm Animals 





O 







13. Other Animals 





O 






* 














ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing dmgs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prirxapal investigator has considered attematrves to painful procedures. 

3) This facility is adhering to the standards and regulations undw the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as vrell as the spedes and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



( AUG 91 ) 


This report is required by law (7 USC 2143). Failure to report acxording to the regulations 

C3n 

See attached form for 
additional information 

Interagency Report Contro^e^^r 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: RT.p.nnR3 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579^036 


CUSTOMER NUMBER: 246 



Meridia Huron Hospital 


ANNUAL REPORT OF RESEARCH FACILITY 

13951 Terrace Road 


( TYPE OR PRINT ) 

East Cleveland, OH 44112 



Telephone: (216) -761-3300 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMAL^SED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Aninnal 
Welfare Regulations 

B. Number of 

animals being - 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, leaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
ar>d for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or '^•stress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 

C+D+E) 

4. Dogs 





A 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























1) Protessionally acceptable standards governing the care, treabnerrL and use of artimals, including appropn'ate use of anestetic, arulgesic, and tranquiiizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prirmpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act arxl it has required that excaptiorw to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutior^ Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The atterxiing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterirury care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official } 




ATE SIGNED 








AKnio r\./rMV» \rLc^iie9k.cd vo i wv/, 

( AUG 91 ) 


This repar. i» rtquirtd tsy iwr t7 U8C 2143) Failw* « rftpori fl&xrcano » im regutmiona can 8«a ravefsa HM & C C 1 R 200w^*9*^ Rapon Comro> No 

’«sclti^ar)or(]trtocaaManddesiMatM!ob«sub|«c(top4n0i:iftauprgvidadferinS*e:ior)2tSO. aoAtlcnal ^nfonnation. 0id04>OA«AN 


UNrrCD STATES DeFAftTMENT OF AQftlCUfRjRE 

ANWAL ANO f>LANT HEAtTH INSPECTION SERVICE 

ANNUAL REPORT OP RESEARCH FACILITY 

(TYP£ OR PHI/ifr) 

1. RSMrmATION NO. CUSTOMER NO. 

S1.R-0066 238 

formapprowid .pc 

CUB NO. 0579.0036 ^ U ' 

Z HBAOQUARTEfS RESEARCH FACMJTY (Name and AOOnss. as wgistonad with USDA > 

incfuto zp Coda; ^ 

YOUNGSTOWN STATE UNIVERSITY 

ONE UNIVERSITY PLAZA 

YOUNGSTOWN. OH 44555 
(3M) 742-3091 

3. REPORTING PACiUTY (bat ail locations whore ammaia were housed or used in actual resaaicn, tealing, teaching, or ayperlfflentatiort. or held tor theae purposes. Attach additional 

sheets if neeasssiv ) 


FACtUnr LOCAt10W8/»ta^t 


Mz,in 

^/7-^ C4rtt r'CT’S.tCi^ > 

)Kdri it ; /^u r7^s, cu yyj- 5 -s 


REPORT OP ANIMALS USED BY OR UNDER CONTROL OF RBSCARCH PACtUTT fAltec/i adtPHttoAfafieeM ifnecat 

tsaiy or use APHIS FORM 702ZI ; 

A. 

Animals Covered 

By The Animal 

Welfare Regulation* 

B. Number Of 

animal* bamg 
brad, 

contf tionea. or 
held for um in 
teaching. ta*Hng, 
axpriments. 
resaarch. or 

Sugary but not 
yat used for such 
purposes. 

CL Numberot 

animals upon 
which taaehing, 
resaareh, 
ei^lmanls, or 
tests were 
conduoad 
irrvalving no 
pain, dtstress, or 
usaef pain- 
relieving dniigt. 

0. Nufttber of animals upon 

which ntpaitmenia, 
taaehing, reaaarch, 
sugary, or tatta were 
conduolad hvoMng 
aocempanyino pain or 
diatiess to toe animaia 
and tor which approprlat* 
■teatoetic, anaigastc, or 
tranouitizjpg dnigs wera 
used. 

E. Nunbar of animals upon Msen teaching. 

•gtoarimants, rasattch. suigary or laata were 
oortoudad involving aocompa^ng pain or distrass 
to the animals and tor which tha use of apprepnata 
■nasthatie,anaigesic. or tranquiliaing drugs wouo 
have idvaraaly affactad iha proeedurts. results, or 
intarptotation of tha taadv'ng, resaareh, 
axperimants, auigwy. cr taata. (Ar> arpienatiM or 
the precaeLres proAiolrig pam or dcttrwsa lie .mesa 
vmait and Pm reasons ntoh (Pugt were not used 
must b* affachad to dto toporti 

F. 

TOTAL NO. 

OP ANIMALS 

(Colt. C f 
D*E) 

4. Dog* 






5. Cats 






S. Gumea Pigs 






7. Hamstars 

?/ 


S’ 

o 


8. Rabbits 






9. Non-Human Primates 






10. Shaep 






11, Pigs 






12. Olftqr Farm Animal* 












— 

13. Other Animai* 
























ASSURANCE STATEMENTS 




1} PrafeaaicnaJly accaptabta standards (ovaming M ears, iraatmani. and ust gf animtla, mcaiOing apefopfmt ua* gf anaaihatio. anaigMie, and ^anguiliaing ivugi. ixar Is. dunr>g. 
and fcsitowifig aouiM racaaren, teaching, tasting, turgary, or aaparimentation wa foilowrad by this raaaareh facility. 


2) Each p'Lndpal invaatigator ha* ccntWarad aitcfnativaa to painfut pwcaduraa 

J) TWs faciiity 9 adher ihQ to tna standards and regulations under tha Act, and it ha* ,'aouirad that axoaptton* to tha standard* and raguiatten* b# spaeiftod »id sxplainad by tho 
pnncipal invasligatof and approved by the Irwtitutional Animal Caw and Use Consritfoa (lACUC). A wumMry ef ail tfw excapdana ta attacAed to iWa annual report In 
addition to identifying Sio lACUC-apprewed oncepliona. im* iiartitMi'v include* o tnaf arpianwon of Ih* eacepHons, as well a* the speeitB and number of ammai* affected 

4 ) Tha attending vetennanjn for this reseanpi toblity has aopropriata authority » ar-aun* the provision of adequate vetertna^ care and to evares* tha adequacy other 



S0/t^0-d 969S 91<L 616 


Dd siHdb yasn 


6£:9i: S00c-9I-33a 


APHI$ Porni 7023 Sits List 


The following sites have been reported by the focilHy. 


Registration Number; SI-R-OOSS 

Customer Number: 236 

Facility; YOUNGSTOWN STATE UNIVERSITY 

ONE UNIVERSITY PLAZA 
YOUNGSTOWN, OH 44565 
(330) 742-3091 


MAIN CAMPUS FACILITIES 
ONE UNIVERSITY PLAZA 
WARD BEECHER HALL 
YOUNGSTOWN, OH 44555 



/to 



,r^r\ • t 


QTI CTC 


-IH QTW<-iH HfTQn 


ni7:QI PRPi?:-gT-D3a 


OCT-24-2Q02 15:18 USDA APHIS AC 919 716 5696 P.05/09 


TNs reooo » requif ed by tew f7 USC 21 *3). Failur* to roport according to m* reguisBoft* can Sm roversa tWa for Interagency Rcvtel Conbol No 

rcsi>t In an ocd«riocaee«ar>d Oeetolend tobc aubjcctto peneloeeasprovtaeo forinSectton ZtSO. aodiaonal mrormeuon. 0100-OOA-AN 


UNfTlD STATES OEPaRTWEKT OF ACRICULTtJRe 

ANIMAL AND PLANT HEALTH INSMCTlON SEKVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

CTYPE OR PRINT) 

NQV 1 5 2002 

1. aeonTRATioN no. cuetomer no. 

31-R-O0e7 248 

FORM APPROVED - 

OM8 NO. 0S7«W3e , ^ 

2. HEADQUARTERS RESEARCH FAOUTY (Namf ana AOtinaa. as regtefered n4h USOa 

tnek/Oa Hd CoOa) w 

CUYAHOGA COMMUNITY COaEGC 

11000 PLEASANT VALLEY ROAD 

PARMA. OH 44130 
(213) 937-5430 

X REPOfniHG FACKJTY (Uto BH locaBarte where animate ware housed or used In actoal resaanto, tasting, teaching. croipcrinrKntatton, or htefl for toeae purposes- Altath atWWOftel 

sheets if neeettsery.) 


FAOIJTY LOCAVOHS^Uwa) 


Sea Attached Listing 

above (2) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL Of RESEARCH FAOLnY (AUack adouemat (heefa </ naeaaaaty or uaa APHIS FORM 7023A } 

A. 

Aninais Covered 

By The Animal 

Weif^a Ragutedons 

a. Nurnberof 

ammstt being 
brad. 

cendnioned. or 
heWforuseln 
leaenmg, testing, 
axpartments. 
research, or 
surgery bu*. ftgi 
yet used for such 
purposes. 

C. Nurnberof 
enimateupen 
which taattoing. 
research, 
eitoefimente. or 
tacts ware 
conducted 
toveivtogno 
pain, dtetrass. or 
useof palrv 
relieving drugs. 

0. NuntoarafaMnelsupon 
<M«lch axpanmanta. 
teaching, raaaarch, 
surgery, or leste were 
conducted tovdMng 
accompanying pain or 
dteirass to the animate 
and for wtueh appropriate 
anastoauc anaigesie;. or 
IranquiRzing drugs were 
used. 

E. Nisrber tf entmais upon wNch taactolng. 
avartrrants, raeeardi. surgery or laaia were 
conducted tovdvtng accorTpanytog pain or dtstress 
n me arsmate and for vtetich toa use ef appropriate 
aneatheBCAnaloesie, cr tranquUtaing drugs weUd 
hava advanaly affected the precadurea. leaults. or 
lnl 0 p<etotion ol toe leaching, research, 
cpeimente. sutgary, or taaia. fAd aspte/wbbn of 
tha pnceOuna pniUteifio pah er ^stnas m trtaan 
enimab andtoa reasons such diugs were not used 
mu$i Pa ettachedto tfrte raport) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cole. C • 

0 vq 

4. Dogs 

18 

0 

18 

0 

18 

9. Cats 

19 

0 

19 

0 

19 

8. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

9 

9 

0 

0 

9 

8. Rabbits 

2 

0 

2 

0 

2 

9. Nor>-Human PrimatBS 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Fartn Animals 

0 

0 

0 

0 

0 







13. Other Animals 






Gerbils 

7 

7 

0 

0 

7 













ASSURANCE STATEMENTS 

■i 


1) Profeuiortofly acceptable ttartdards govemtoo Ihe care, traalment and uce of animali. Inciwding appropriate ua« gf aneathaBc. analgesic, and vanqutllzlng drvgs, prior », duwfc 
and faflpwlng actual raaearch, taocNng. laaPng. avrpary. or ar^ertmenlatlen ware ftallowad by tote raMarch facMiy. 


2) Each pdoetpar inveatlgator has conaldanad aPamaBvea to patefU pocedtm. 

3) This tadUty te adhartng to toe sUndante and ragusttons undar toa Act, and a has rapwlrad that eatoaptena to toe standards and regulations be speotted end egMihed by toa 
principal investigator and approved by th« InefliiiBottol Animal Cara and Use Committaa (IACU(^ A ataranary of ail tfw ascapttona la attaebad i« thia amual leporl to 
addition to ktonofytog th« lACOC-approvcd e*caoiior». tote swiTTwy iroudes a brief aaptanabtto or toe a^aptlona, aa ivafl as toe jpodas fwrrtoer gf anlrrrfs affected. 

A) The ananding vatednadan for tote research fadlliy haa appreprigie autoonty to ensure toa provisoo fit adequate vatermary care and to oversee the adequacy of oih« 
atpecisofarfiTiBicareanduta. ' 


SIC 


APH 

(AUG 91) 


CERTIFICATION BY HEADQUARTERS RESEARCH FAaUTY OFFICIAL 

(Chief Executhfo Officer or Legally Responsibla Institutional official) 

I certify that the above Is true, coorect. and complete (7 U.S-C. Soctloo 2143) 
I DATE SIGNED 


J - HEADQUARTERS 


See attached form for 
additional information 


Interagency Report Control No.: 


This report is required by law (7 USC 2143). 


Failure to report according to the regulations* 


DEC 02 2BII2 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 31-R-0068 

FORM APPROVED / 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579-0036 


CUSTOMER NUMBER: 249 


Namsa, Inc. 

V 

ANNUAL REPORT OF RESEARCH FACILITY 

2261 Tracy Road 


( TYPE OR PRINT ) 

Northwood, OH 43619 

Telephone: (419) -666-9455 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listirtg 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessary or use APHIS Form 7023A t | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
! animals being 

i bred, 

i conditioned, or 

1 held for use in 

■ teaching, 

j testing, 

1 experiments. 

1 research, or 

surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

j E. Number of animals upon which teaching, 

1 experiments, research, surgery or tests were 

conducted involving accompanying pain or distress 
; to the animals and fa' which the use of appropriate 

anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

i F. 

i TOTAL NUMBER 

j OF ANIMALS 

( COLUMNS 

1 C+D+E) 

i 

4. Dogs 


2 

153 

1 ss 

5. Cats 



N/A 

N/A 

6. Guinea Pigs 

120 

13,878 


! 13,878 

7. Hsnsters 


30 


i 30 

8. Rabbits 

94 

5,324 

1,057 

! 6,381 

9. Non-human Primate 



N/A 


N/A 

10. Sheep 



N/A 


N/A 

11. Pigs 

6 


41 


41 

1 2. Other Farm Animals 












13. Other Animals 




■ 






, 














1 ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explairted by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


SIC 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


11-27-0: 


APH 


ALO LABORATORIES 


12/11/2002 14:17 FAX 6142912329 

Dec-10-2002 14:17 USDA PPHIS fiC 


(v iMv uminym 


@01 

919 716 5696 P.02/03 

)«• tu m aHKT Wi pi rt On M Np,; I 


UNITID tTATCS OCPMTBMmr OP AOWCULTUWE 
AMOMiU. AND PUNT HEALTH MSPCCDON SERVICE 


ANNUAL REPORT OF RESEARCH PACILfTY 
( TYPE OR PWNT ) 


1. COmtoCAriNUMBM! 

31-R.0072 

eUtTCMIMUItoCAl 

526 


Allergy LaboretorlM Of Ohio, Ine. 
323 E. Beveoth Avemje 
Colunbus, OH 4J211 

To l o ph one: (614) -291-7414 


FOBMAPP WO WB 

omi(O.e»7V083« 


MEPbRTMCt MCUJTY i r ii w iH'iwwftawK^oi— wJt,>1ngiaft 


, B-MdivaMMputpaM. > 


EACIUTYLOCATIONtrSM*) • 


1 PISPORTOFAMMIALE 

Uae0 8VORUNMR« 

soirnioLOPmsiMi 

iCHFACmYltoto^totoMlOwaltoiaatoWmriiiBnrofu— APMWPqniiTOaaAV | 

A 

KniitoM Catma* 
ByTtoAnM 

WMtofi RtoMhdtoM 

B> NMMrtr 
■WMBMiri* 
brto. 

Mtoitonto.ar 

toHMrwH'm 

Madimg; 

Itotog. 

fMrrti.ar 

tv'torybutnotv* 

6. Nkftovot 
■tovMutoo 
toiieli 
ftotorto. 
topdtofitoto, or 
iato»dw 
oonotjeM 
towgMngno 
pM.«Wi«toar 
uMOlpMrr- 
rdtotogaruto- 

D. NMtotooflrtotot 

uponutoto 

rtotowm WipMyiar 

Mm wi a 

msttn%9 9mtPknm 
•npIPrwNtfi 
sp^prapf^sis initiNciSc. a 

B. iMtoto ■towBli uto*««w* itodtofc 
■MtolHlto.>MIWCll.to»OMV<^ ******* 

wwdUBMd ttwMto iCTtto«n)<ng gahtodiaton 

M M* WMiMit «M Mr wiicM ito iM «f ato**P** 
antoMMic. anitotoM. ar mnqul)ton« touto wmW 

nm* toHtoiMv aftacM M prtoMUtoi. rtaiMb or 
iniwtoaMn tf VMtotoitogi nBMrcivMM*rMM«M. 
■MtoMi****- (AnatotoAMiMOfttotoMMiMk 
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Interagency Report Control No.; 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31-R.0082 

CUSTOMER NUMBER: 251 

FORM APPROVED 

0MB NO. 05790036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Ohio University 

Dept. Of Laboratory Animal Res 

085 Grosvenor Hal! 

Athens. OH 45701 



Telephone: (740) -593-0370 


3. REPORTING FACILITY ( List all locaUons where animals were housed or used in actual research, tesUng, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Usbng 


I^^REPORTOF^NIMALSUSED^YORjLJNDERCONTROL^OF^RESEAROHFACILmrilAtt^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulatloris 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, 
testing, 
experiments, 
research, or 
surgery but not yc 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests vnere conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

6 

0 

1 

0 

1 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

253 

0 

370 

0 

32JQ 

8. Rabbits 

4 

0 

21 

0 

21 

9. Non-human Primate 

n 

n 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

_Q 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 






monodelphus 

0 

0 

5 

0 

—5 

chipmunks 

0 

0 

10 

0 

LQ 

red squirrels 

0 

0 

4 

Q 

L 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestebc, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, tesbr>g, surgery, or experimentabon were followed by this research facility. 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestebc, analgesic, and banquilizing drugs, prior to, during, and following 
actual research, teaching, tesbr>g, surgery, or experimentabon were followed by this research facility. 

2) Each pnndpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards arid regulations under the Act, arxi it has required that excepbons to the standards and regulabons be specified and explained by the principal 
invesbgator and approved by the Insbtubonal Animal Care and Use Committee (lACUC). A summary of all such exceptlorw Is attached to this annual report In addibon to identifying the 
lACUC-approved exceptions, this summary indudes a brief explanation of the excepbons, as well as the species and number of animals affected. 

4) The attending veterinarian for this research fadirty has appropriate authority to ensure the provision d adequate veterinary care and to oversee the adequacy of other aspeds of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

'>h/o7^ 



This report is required by law (7 USC 21 43) Failure to report according to the reguialioos can 
result in an order to cease and desist and to be subfect to penalties as provided tor m Section 21 SO 


See reverse side tor 
additional lolormalion. 


Interagency Report Control No 
0180-OOA-AN 


UNfTEO STATES OEPARTlyiENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


t. REGISTRATION NO. 

31-R~0082 

2. HEADQUARTERS RESEARCH FACIUTY 
includ* Zip Code} 


FORM APPROVED 
0MB NO. 0579-0036 


(Name and Addretx. aa regrslered with USOA 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


Ohio University 

Dept. Of Laboratory Animal Resources 
085 Grosvenor Hall 

Athens, OH 45701 (740) 593-0370 Phone 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL QFR&^RCH 


A. 

Animals Covered 

By The Anunat 

Welfare Regulations 

12. 4;OR 13. Other 
(Lsl by species) 

B. Number ol 
ammals being 
bred, 

conditioned, or 
held Jor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

0- Number of animals upon 
which experiments, 
leochiivg. research, 
surgery, or tests were 
conducted involving 
accompanying pom or 
distress to the animats 
and lor which appropriate 
anesthetic, analgesic, or 
Iraitquilizing drugs were 
used. 

E. Number ol animats upon which teaching, ' 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely altected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An axpianation ot 

Ihe procedures producing pein ot distress in these 
animals and the reesons such drugs were not used 
must be attached to this report}. 

F 

total no. 

OF ANIMALS 

(Cols. C * 
0 ♦ E) 

Flying Squirrels 

0 

0 

11 

0 

9 

Bats 

5 

0 

0 

0 

0 





* 



































































































I ASSURANCE STATEMENTS 


t) Prolessionally acceptable standards governing the caie. Ireatmenl, and use ui animals, including approriale use ol anesthelic. analgesic, and lra'iquili.iring drugs, prior to. Juriiuj. 
and tollowing actual research, leaching, testing, suigery. or experimentation were tultowed by this research lacilily 


2) . Each principal investigator has considered alternatives to painlul procedures. 

3) . This tacitity ts adhering to the standards and regulations under the Act, and il has required that exceptions to the standards and regulations be spccilied and explained by the 

principal investigator and approved by the liislitutiunal Animal Care and Use Committee (IACUC). A summary ol all such exceptions is attached to this annual report in 
addition to idenlitymg the lACUC-approved exceptions, this summary includes a bnel explanation ol the exceptions, as well as the species and number ol animals allecled 


4 ). The attending veterinarian lor this research lacilily has appropnate auihorily lo ensure Ihe provision ot adequate veterinary care and to oversee the adequacy nl other aspects ol 
animal care and use. 

CERTIFICATION BY IIEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that Ihe above is true, correct, and complete (7 U S C Section 2143) 



>e or Print} 


DATE SIGNED 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 

NOV 2 5 2092a«ached form for 
additional information 

Interagency Report ^ntrol No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31.R.0088 

CUSTOMER NUMBER: 252 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Columbus state Community College 

550 E. Spring Street 

Columbus. OH 43216 



Telephone: (614) -287-2400 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atactied Listing 


j^jREPORTO^Ni^^juSED^YO^NDE^O^^OL^^ES^^CH^CI^^jT^^dditiona|steetewTecessaroorusrAPHj^o^^023^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being _ 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
cor:d'JCtsd involving occompariving pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

13 


26 


26 

5. Cats 

9 


29 


29 

6. Guinoa Pigs 

8 

8 



8 

7. Hamsters 






8. Rabbits 

4 

4 



4 

9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 











* 














I ASSURANCESTATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, tasting, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to pairrful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specifiad and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptiorrs, as well as the species arxl number of animals affected. 


4) The atterxling veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care arnf to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATI IOC ncrer, no iwctiti itu-imai npciriAi 1 mamE & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print 

DATE SIGNED 

X 



APHIS FC 



( AUij j I / 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 

'rH ‘V 

— • ' *• See attached form for 

additional information 

Interagency Report Contrcl No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 31-R-0092 

CUSTOMER NUMBER: 255 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Northeastern Ohio Universities College Of Medicine 

4209 State Route 44 

P.O. Box 95 

Rootstown, OH 44272 

Telephone: (330) -325-6556 

3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) I 


Comparative Medicine Unit facility locations ( sites ) - see Atached Ustlng 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I AttaiJi additional sheets if necessarv or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

1 C. Number of 

1 animals upon 

which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

45 

0 

45 

5. Cats 

0 

0 

6 

0 

6 

6. Guinea Pigs 

0 

0 

46 

0 

46 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

61 

0 

61 

9. Non-human Primate 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

27 

0 

27 

12. Other Farm Animals 










• 


13. Other Animals 






Bats 

39 

0 

34 

0 

. 34 

Ferrets 

0 

0 

4 

0 

4 








^^SU^CESWEME^¥ 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of artestetic, analgesic, and tranquilizirtg drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research fodlity. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is acfoering to the standards and regulations urtder the Act, and it has required that exceptions to the standards and regulations be specified »id explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


SIGN 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official } 


DATE SIGNED 


APHIJ 

( 


d 00 'll/ 


FACILITY LOCATIONS 


Summa Health System 

Falor Center for Surgical Research 

525 East Market Street 

Akron, OH 44304 

PHONE: (330)375-7543 


11 / 5/02 


This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control (|o.: 

can additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: ^I.R.nDQ? 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 


CUSTOMER NUMBER: 256 



Meridian Diagnostics, Inc. 


ANNUAL REPORT OF RESEARCH FACILITY 

3471 River Hills Drive 


( TYPE OR PRINT ) 

Cincinnati, OH 45244 



Telephone: (513) -271-3700 Dpr ^ 

21102 

3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHiS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

•conduioneo. or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
researcn, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for wnich the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NI.IMBFR 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

44 





9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






fTIATR 

18 




• 18 













1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatmerrt, and use of anitnais, including appropriate use of anestetic, analgesic, and trarx^ilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has cortsidered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified arfd explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptlorts is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and ntanber of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


SIGN; 


APHIS 


\L OFFICIAL (Type or Print 


DATE SIGNED 

to/3'64' 


This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

31-R-0100 247 

FORM APPROVED 

0MB NO 0573-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zp Code) 

CENTER FOR CONS.&RESEARCH OF ENDANGERED 
WILDLIFE 

3400 VINE STREET 

CINCINNATI. OH 45220 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfsiles) 


CENTER FOR REPRODUCTION OF ENDANGERD WILDLIFE 
CINCINNATI, OH 45220 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAOUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 

Surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 

4. Dogs 






5. Cats 

2 

17 

44 


61 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
artd following actual research, teachirtg, testirtg. surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is atfoering to the standards arxf regulations under the Act, and it has required that exceptions to the standards arxf regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary irxdudes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

Rir^Kt ATI iQP nc r P n np im.qtiti iTinuAi oppiriai i mamp c. titi p ryp r p n np itiomai nppiriAi fTvnn r%r Pnrtt) 

DATE SIGNED 

10/25/2002 


1 — — . 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88). which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


OCr 1 0 2002 


See attached form for 
additional information 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIRCATE NUMBER: 

FORM APPROVED y 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 067941®'''^ 


CUSTOMER NUMBER: 259 






Akron General Medical Center 


ANNUAL REPORT OF RESEARCH FACILITY 

400 Wabash Avenue 


( TYPE OR PRINT ) 

Akron, OH 44307 



Telephone: (330) -344-6084 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A 1 | 

A 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

1 D. Number of animals 

upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such dmgs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 
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D SPECIES 















1 ASSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, IreatmenL and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teachirrg, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal Investigator has considered aKematives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SI 


AP 


OEC 1 3 2002 



FACUTYLOCATIONStaMl • SMMKMlMIng 


1 RBHJia OF AWMM3 USED BY OWUMOBICOWraOL<y RESEARCH FACtJrrf«DdiiddMBDDl iHd^ gBDrDDDariar—iUWS ton TIMA 1 | 

A. 

Mrimni Conrad 
■ynwAid—t 
WiftiiiWiBiilamDD 

B. Nunaerof. 
MirralieMg 

tree. 

coatfeonwlor 

taidfbruaain 

kodanp, 

rseeerclL or 
mgGytiulnalye 

C. NMMrol 

■ai^opoH 

nocmnddn^ 

feeeei^i. 

nperfenili. or 

leoli oan 

OMdudtad 

InoMneM 

pain. tfoieMk or 

laoflfpeei- 

moMgdni^ 

0. NmaororeiandD 
tpenaWtn 
npeAmenia ioecMoa 

MMGi^ ■O^or 

Means Gonduded 
iwfliiaie 

eccenopensaio pole er 

OBdkvoMdt 

appnprina leemeM; • 

E. iMten piofOnne upi aoece teertoefc 

to ew ndmoli end lor newh ew iMof appaptiale 
enoadioai^ Mppnia n kenpArinp clfi^ nmdd 
hiM# fflidi# th^ pocidiPif^ iwillie or 

MvpMMton of ft# iMdiiROt iWHflJit M^OffenfrtiL 
■e^qf^nlnlK. (Annedonnaonoreiepneadm 
produdng pdn or awen In iMoe nfendto end Me 
naone eadi Pueo M« not need mat ie odBdted to 

F. 

TOrMNUUSeR 

OFMIBULS 

(OOLUMIS 

C404E) 

4. Doe* 



0 


0 

5. Cali 






9 . Guinea Pips 






7» HHDMllBni 






9w RaidiEt 



0 


0 

V. liu^RlUnmi rmnmm 






10. Sheep 






ll.PIgB 



0 


0 

12. Other FmAnbnale 












IS. OoierAfSmeii 























' 

Isriig.'sass!! 



1 


1) PNi^taHinnrfiy flndiBsolsAMii^ piiorlo^ 

kM rnaacli ImcMik Inina MS«y, or w^aitaOTMtaivan MoMd ty dMii«aMiAW% 


M l» pdnM pnndlaML 

lBn>un<irii>Actnrti l iw i i i >*w< B i * n n i| <w *»tw<n*wfcndnip*i*GWihBi>na«dnin^h*wdbympi >Mi i< 
iC—antf UnCBwWii (KICUCX A«— lyfal iyt» neipfcni ItillirtMiteftliai— 1 w»»ft >i Kilnr 

M ipfrapiMB WMi^ Id anwa aMpMaMn of adNpati wMny GOT and tonmntM aitayaeir tfotna^acn MM CM and 


<»t l W> T1DWBYHEftDQUMnH»REaSMO<MCajlYOFFICiU. 
( OM EmoMm Odoar or Mgriir RnporaUi KMOUaml OfleU ) 


s 




new. (TtpaorPtM 

DAtEaCNBO 






12/10/02 

AP 


CT eei aMdl to cteaMM. 




This repc .1 is required jy law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Seaion 2150. additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) nrr. , 

-‘'f c i 1 2i]g2 

3. REPORTING FACILITY (List all locations where animals were housed or used ]n ac^l research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) Science Center Animal "Facility. Neuroscience Program. Biologv^Department 

FACILITY L0CATlONS(sfes; 

See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional Greets H necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

V^elfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
trarK)uilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
corxtucted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (Am explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D*E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

4 

39 

56 

0 

95 

7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 






Brazilian gray 

31 
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15 
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15 

Opossums 












ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. irKluding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


1. REGISTRATION NO. 

31-R-0112 


CUSTOMER NO. 
1803 


FORM APPROVED 
OMB NO. 05794X)36 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as regatered with USDA. 
include Zip Code) 0 BE RLl^COLLEGE^^ 

OBERLIN COLLEGE c 7 O 
70 K. .4¥ <or g sCQn CT.^; HEMIS^fRY DEPARTMENT 

440) 77583095;^2Sr^(iiM98?W §J074 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptiorts Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 






DATE SIGNED 


12/1Q/Q2. 

ADQUARTERS 


(AUtJ SIJ 


APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


31-R-0112 

1803 

©eeattttfifittffiE 
7 0 N. PROFESSOR S T. 
OOgnUN, O H 4407 4 

( 446 ^ 775-6461 


OBF.RT.TN rnT.T.F.nF. 


:b)(6), (b)(7)c 


119 WOODLAND ST. 
OBERLIN, OH 44074 
(440) 775-8309 


CHEMISTRY DEPT. 


OBERLIN COLLEGE 
SCIENCE CENTER ANIMAL FACILITY 
119 WOODLAND ST 
OBERLIN. OH 44074 



This report is required by law (7 USC 2143). Failure to report according to the regulatiorts can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 additional information. 0180-OOA-AN - 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATK3N NO. CUSTOMER NO. 

31-R-0113 10115 

FORM APPROVER \ 

0MB NO. 0579-00:^ x 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered wrfh USQA. 

include Zip Code) 

AHED OF OHIO. INC 

5355 SOUTHWYCK BLVD . 

TOLEDO, OH 43614 fJt / i , o 

(212)292-4956 ’ cOO^ 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual resear^, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^stes) 


See Attached Listing 

Stautzenberger College 


5355 Southwyck Blvd, Toledo OH 43614 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAaUTY (Attach addHional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditior^ed, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Jfumber of animals upon 
which experiments, 
teachirtg, resevch, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
corxfucied involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetjc,analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 
Dr-E) 

4. Dogs 

0 

109 

146 

0 

255 

5. Cats 

0 

102 

265 

0 

367 

6. Guinea Pigs 

0 

1 

0 

0 

1 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

2 

0 

0 

2 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and followirtg actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the startdards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals crffected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

/r^hiof PvAriiHwA r^ffi/*Ar /\r I Anallu DAen/\neiKlA Inefitllfir^n9l nfRr*flAl\ 


DATE SIGNED 

12 / 2/02 


(AUG 91) 


EADQUARTERS 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


oec 1 7 200^ attached 


form for 
Additional information 


Interagency Report Com 


Ojy-' 

:ontW No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 31.R.0114 

CUSTOMER NUMBER; 9423 

FORM APPROVED 

OM8 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Q Test, Ltd 

Po Box 12381 

Columbus, OH 43212 



Telephone: (614) -486-7001 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


fc‘45tc 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^REPOR^^^^Ni^^L^USEDM3Y^^^UNDE^^QNTRoi^Q^^ESEARC^^AclL^^^^ttach^idditiona^hee^i^necessar^‘Q^js^APHi^^ornr7023AT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animaic and for v.+sich t-he use cf appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

O 

o 


o 


7. Hamcters 






8. Rabbits 

o 

o 

jQf o 

o 


9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























II ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards govemir^ the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and trant^ilizing drugs, prior to, during, »id following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, arxf it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The atterrding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cars and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
) 


. OFFICIAL ( Type or Print 

DATE SIGNED 


ix-W-oz- 


T.iis report is required by law (7 USC 2143). Failure to report according to the regirlations See attached form for Interagency Report Contrt^ No.; 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB NO. 0579-0036 


CUSTOMER NUMBER: 1 2049 



B.H.E. Enviromental, Inc. 


ANNUAL REPORT OF RESEARCH FACILITY 

1 1 733 Chesterdale Rd 


( TYPE OR PRINT ) 

Cincinnati, OH 45246 



Telephone: (513) -326-1500 A//)|/ 

^ 2 6‘ 2B02 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary } 


FACiLfTT LOCATIONS ( Sites ) - See Atached Listing 


I^^EPORTOFANIMALSUSED^YOR^UNDERCONTROLOF^RESEARCH^FACILfTYfAtt^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving rx) 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals arxl for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






see form 7023- 

A ('attached') 

X 



* 














I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, arxf use of animals, including appropriate use of anestetic, analgesic, and tiwquilizing drugs, prior to, during, and following 
actual resetfch, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prirtcipal investigator has considered aKematives to painfui procedures. 

3) This fodlrty is adhering to the standards arxl regulations urxler the Act, and it has required that exceptions to the standards arxl regulatiorrs be specified and explained by the prindpai 
investigator arxl approved by the Institutional Animal Cars arxl Use Committee (lACUC). A summary of all such axceptiorts Is attached to this antxal report In addition to identifying the 
lACUC-approved exceptions, this summary irxdudes a brief explartation of the exceptions, as vrall as the species and number of animals affected. 

4) The atterxiing veterinarian for this research focility has appropriate authority to erasure the provision of adequate veterirtary care and to oversee the adequacy of other aspects of anmal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Officiai ) 


DATE SIGNED 


( AUG 91 ) 


This report is required by law (7 USC 2143) Failure to report according lo the regulations can 
result >0 an order lo cease and desist and lo be subject lo penalties as provided tor in Section 2150. 


Sec reverse side lor 
additional inlormation. 


Interagency Report Control No. 
0180 00A-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


1. REGISTI 


PBATION NO._ ^ 

3/ ilom 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITT (Name and Address, as registered with USOA 
include Zip Code) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Mach adkiitionat sheets if necessary or use this farm.) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

12 &/'OR 13 Other 
(Ust by species) 

B, Number ol 
animals being 
bred, 

conditioned, or 
held Jor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yel used lor such 
purposes. 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

0- Number ot animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
artd tor which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used. 

E Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanyirtg pain or distress 
to the animals and lor which the use ot appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol Ihe teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

0 > E) 

Red bat 

- 

46 



46 

Silver-haired bs 

t 

1 



1 

Eastern Pipistre 

lie 

12 


* 

12 





























































































59 



59 


ASSURANCE STATEMENTS 


1) . Prolessionaily acceptable standards governing the caie. Ireaimenl. and use ol animals, including approiiaie use ol anesthetic, analgesic, and tranquiliiTing drugs, prior lo, during, 

and toitowing actual research, leaching, testing, suigery, or experimentation were lullowed by this research lacilily 

2) . Each principal investigator has considered alternatives to paiidul procedures. 

3) . This lacilily is adhering to the standards and regulations under Ihe Act. and it has required that exceptions lo the standards and regulations be spccilied and explained by the 

principal investigator and approved by Ihe Inslilutiunal Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In 
addition to identilying Ihe lACUC-approved exceptions, this sunimary includes a briet explanation at the exceptions, as well as the species and number ol animats allected 

4) . The attending veterinarian lor this research lacilily has appropriate authority to ensure Ihe provision ot adequate veterinary care and to oversee Ihe adequacy i>t other aspects ol 

animal care and use. 


CERTIFICATION BY IIEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Inbtitutional Official) 

I ceriily that the above is true, correct, and complete (7 U S.C. Section 2143) 


SIGNATURE OF C.EO. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.EO. OR INSTITUTIONAL OFFICIAL (Type or PriiiU 


DATE SIGNED 


/r/zy/o a 

PART 1 • HEADQUARTERS 


APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 

31-R-0115 


Customer Number: 

12049 


Facility: 

BHE Environmental, Inc. 

11733 Chesterdale Rd. 

Cincinnati, OH 45246 
(513) 326-1500 



BHE Environmental, Inc. 
1 1733 Chesterdale Rd. 
Cincinnati, OH 45246 



This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.: 

C 3 n additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 31.R-0116 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 


CUSTOMER NUMBER: 1 8920 




_ _ 


Children’s Research Institute 


ANNUAL REPORT OF RESEARCH FACILITY 

700 Childrens Drive 


( TYPE OR PRINT ) 

Columbus, OH 43205 

Nf) 

kg 


Telephone: (614) -722-2700 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


P^EPORTOF’^ANIMAL^^SE'^BY'o^'uNDE^^O^rRO^OF'RESlEARCIH^ACILiTY^Attach^iddltional^heet^^necessarv'ot^js^APHI^T^orrirTO^S^T 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expen ments. 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 



11 


11 

6. Guinea Pigs 



4 


4 

7. Hamsters 


3 



3 

8. Rabbits 

? 


4 


4 

9. Non-human Primate 

34 


162 


162 

10. Sheep 






11. Pigs 



233 


233 

12. Other Farm Animals 












13. Other Animals 






Chinchillas 



238 


^ 238 














ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropnate use of anestetic, analgesic, and tranquilizing dnigs, prior to, duhng, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
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